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ROLLING STEEL 


Write for Leaflet Ss 353/F 30 . FOR 
G. BRADY & CO. LTD. MANCHESTER 4 Telephone COLlyhurst 2797/8 
LONDON : New Islington Works, Park Royal, N.W.10 BIRMINGHAM : Rectory Park Road, Sheldon, 26 


CANADA: David C. Orrock & Co. (G. Brady & Co. Canada Ltd.) 1405 Bishop Street, Montreal 25, Que 
and also at 23 Scott Street, Toronto, 1 


U.S.A.: G. Brady & Co. Ltd., 11 West 42nd Street, New York 18, N.Y 


NORWAY : An Thorbjornsen, Kongensgate, 14, Oslo And also at Cape T 
MANUFACTURERS OF BRADY HAND AND POWER OPERATED LIFTS 
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Both of these Stelcon Products provide 

permanent, level, dustless floors able to 

withstand the toughest of conditions and x STEEL CLAD 
make efficient handling of heavy industrial FLAGS 

traffic easy. 

Units are approx. 12” x 12” and are excellent Ye ANCHOR STEEL 
for repair work as well as new work. PLATES 

Full details sent on request. 


“best where conditions are worst” 


STELCON (INDUSTRIAL FLOORS) LTD + CLIFFORD'S INN - LONDON 
TELEPHONE: HOLBORN 2916 
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outa KUTER L0 N ieee 


for radiant panel heating 








Over 600 tons of 1.C.1. copper tut re used M I ’ (PHOTO: COURTESY BANK OF ENGLAND 


Russell for panel heating installation 
‘Kuterlon’ soft temper copper tubing, strong and ‘Kuterlon’ tubing is hydraulically tested before 
corrosion-resistant, meets all the requirements despatch to 1,000 lb. per square inch. 
of a reliable and efficient panel heating system. I.C.I. copper tubes, used in the first copper 
Manufactured to B.S. 1386: 1947 in coil lengths radiant-panel systems in the world, continue to 
of 30,45 and 60ft., (longer by arrangement), all be specified for many important installations. 


IMPERIAL CHEMICAL INDUSTRIES LIMITED, LONDON, S.W.I 
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No. 7. THE STICKLEBACK 


Like a respectable Victorian suitor the male 
stickleback provides a home before choosing 
a mate. He undertakes its construction 
entirely on his own, acting as architect, 
builder and labourer all in one. 


First he selects a suitable site where the 
water flows freely but not too swiftly. In salt- 
water he chooses shallows or a rock-pool, 
reached by the sea only at high tide. Collect- 
ing together pieces of roots and stalks he 
cements them together with a sticky substance 
(mucus) from his kidneys. This mucus 
appears on the stickleback’s sides and is 
removed when he rubs himself against the 
platform-like structure which he is making. 


mouthfuls of 
foundation to 


He scatters sand over this 


weigh it firmly down and 
satisfies himself that his work so far is strong 
by swimming 


against it and_ splashing 


vigorously. 


Then he begins work on the barrel-shaped 
structure which forms the nest or rursery, 
working it together in the same way as the 
platform. He plasters it smoothly inside by 
swimming in and out and rubbing the mucus 
from his body on to the walls, where it 
hardens like varnish. The home is then com- 
pletely ready to receive his mate and the cggs 


she will lay. 


THOMAS BLACKBURN & SONS LTD. 


PRESTON 


London Office: 8 Bloomsbury Square, W.C.! Tel 


LANCASHIRE 


Holborn 8638 


Birmingham Office: Ruskin Chambers, 191 Corporation Street, Birmingham, 4 Tel: ¢ 


Fabricators in Steel 
Metal Windows 


Constructional Steelwork 


lron Castings 
Farm Implements 
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DESCRIBED IN DETAIL IN 
OUR NEW TECHNICAL 
BROCHURE, FREE ON 
REQUEST 


CONTENTS INCLUDE: Roofs and ceilings 
on steel purlins and timber joists, suspended 
ceilings, Stramit on pre-cast concrete, walling 
and wall lining on timber battens, partitions in 
timber framing and in aluminium 
sections. Full technical data. Prices. Accessories. 


Stramit Technical Sheets describe in detail every application 
of this versatile building board, from roof decking on steel 
purlins to lagging and shuttering. New sheets will be 
issued from time to time, and can be added to the brochure. 
As the demand is heavy please write promptly to the address 
below. 











iy DEPT. L.A.2. 


MIT soarns umirec 


PACKET BOAT DOCK, COWLEY PEACHEY, UXBRIDGE, MIDDLESEX. 


Telephone : West Drayton 3021/2/3. 
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The Leonard Thermostatic Mixing Valve automatically mixes hot and 
cold water to give warm water at the right temperature for use 
The thermostat keeps the temperature of the warm water stead 
preventing those sudden changes from hot to cold and back 
which are always uncomfortable and often dangerous. 

Fuel cannot be wasted by using water that is too hot. 
Leonard Thermostatic Mixing Valves are specified by leading 
architects, engineers, Government and muni ipal authorities 

Please write for pamphlet N« 


apail 


WALKER CROSWELLER & ©CO., LTD. 
Whaddon Works, Cheltenham Glos. 
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PUTTING COLOUR TO WORK ? 


The Se davs Cat h colour can cle a Doc kers’ have produced 47 


specific and important job of 


colours taken from the Munsell 


work. Bright colours in a factor range. The colours are all made 


at all danger points, for instance; up from nine basic tints plus 


and colour tie ups in kinder black and white. Dockers’ believe 


is busy he Iping, soothing, guiding 


new colour schemes. 
and classifying in hospital: and 


Write for Dockers’ free booklet today 


Dockers’ illustrated booklet’ Colour With a Purpose 


othces, too. 


lo make this comparatively recent 
gives examples of how colour can be usefully 


( olout trend easle r to handle . employed in factories school hospitals and offices. 


gartens on the your-cloakroom this simplification will greatly 
your-classroom principle. Colou assist the architect in planning 


DOCKERS’ PAINTS 


DOCKER BROTHERS 
LADYWOOD, BIRMINGHAM 


" 
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% A standard Newbold grate with deep- 
ening bar, and gas burner for easy 
lighting. A safety plate can be provided 
as an extra. Standard boiler 12” x 63” x 
5” in C.l., Steel or Copper, tapped |” 
B.S.P., reversible to permit R. or L.H. 
side connections. me — 
Flue-way under boiler 2” high with | 4” TYPICAL PERFORMANCI 
vertical flue-way formed by boiler and iy WHEN BURNING COKE 
steel casing. 








% Damper frame. Removable for cleaning j Capacity of Grate 0.50 cu. ft 


back flue and access to boiler manlid* 
Rate of Burning 0.8—3.0 Ib. per hr 


te Damper. 44” opening for chimney Radiant Output Max., 8,000 BTU hr 
sweeping. nn t 
‘iin Hot Water Output Max., 14,000 BTU hr 


Overall Efficiency 
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ELAVEL 
BOILER SET 








The unit provides 
and a constant supp 
is self-contained and fit 
of not less than! 


by 134 deep 


| L AVELS 4 


of LEAMINGTON 





- MAKERS OF FINE COOKING AND HEATING APPLIANCES SINCE 1777 ~ 





Quick, 


Accurate, 


Foolproof! 


ic’ 


irate levelling in a matter of seconds, 


distances from 6” to 150’, with an accuracy 


, Simple, robust and compact, the Cowley 


Level will go anywhere, needs no setting-up o1 


killed operation, and will take any amount of hard 
Write for a leaflet, or ask your supplie: 


iemonstration, 


riceoay IG 


COWLEY HILGER & WATTS LTD. 
WATTS DI lon, 5.1 
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JUNCTION BOX 
OPENED FOR 
INSPECTION. 


FLOOR STAND 
PIPE FOR 
SWITCH PLUG 


UNDER-FLOOR METAL DUCT 


@ FACILITATES ADVANCE PLANNING System is the latest method of the 
without waiting for partition and furniture plan. 


@ FLEXIBILITY AND ACCESSIBILITY. 


Provides for future extensions. 


@ SHALLOW JUNCTION BOXES. 
Now enables the system to be accommodated in experience and collaboration wil h arc hi 


shallow floor screeds. tects, consultants and contractors. The 
@ MULTI-ELECTRICAL SERVICES FOR whole system can be planned in advance 
MODERN BUILDINGS. 


Available for 2, 3 or 4-channel 
distribution and telephone services. anical strength and earth continuity 


distribution of electrical services for 
modern offices and commercial building: 


This system has been evolved after long 


and provides complete flexibility, mech- 





ae 
THE GENERAL ELECTRIC COMPANY, LIMITED, MAGNET HOUSE, KINGSWAY, 
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fect finish for 


the obvious cho! 


durability and _ easy application that why more 


are spec ifying them 


TECHNICAL ADVISORY SERVICE 


ial Paints and technical service are available for painting 
problem 


ted Specifications and Sample Colour Schemes are 


p A | N T S provided on request 


COX BROS. & CO. (DERBY) LTD. (Est. 1781) NORMANTON ROAD, DERBY. Telephone : 45 484/5 /6.P.B.EX. 


pnB/ce 18 
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save up to 134 in every £ 
spent on tte! 


By converting your Lister D, A or B type 
petrol engines to run on Vapourising Oil 


Messrs. William Cowlin & Son Ltd., Contractors, 


Bristol, kindly let us see their[engine performance 
records. S$ e€ 


The following is taken from their Engineers’ reports : 
—— a 
a T 
n68* 


D 


y use: 


| _enGt 


. 1s] 
ster “*', 
6 than 40 +2 in dail 
More engines are eady 
| type n are alr 
\ 4xtee 


\ i) 
\ of 4neses A run or 


Conversion Kits 


“D’’ type engine—é2 19 6 
“A” re , —i4 § 0 
“B’’ 4 o £3 5 O 


FIXED PACKING AND CARRIAGE CHARGE 3 


When ordering, state engine no. and | 


R. A. LISTER & CO. LTD., DURSLEY, GLOUCESTERSHIRE punstt¥ ay 


IMPERIAL HOUSE 102 HOLM STREET LISTER-BLACKSTONE HOUSE LISTER-BLACKSTONE 
1S KINGSWAY GLASGOW 58 HARCOURT STREET STAMFORD 
LONDON W.C.2 Phone: Central 7604 DUBLIN F e: 2233 
Phone - Temple Bar 968! Phone: 52603 
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Steel to Steel =Structural Sense 


Steel + Steel =Structural Stability 


RUBEROID STEEL ROOF DECK 


Che Ruberoid Company Ltd for some of the most outstanding 
realised the possibilities of light roofing contracts in the world, 
weight steel roofing units 25 years including India, Singapore, Iraq, 
ago and the modern Ruberoid Stee! Java, South Africa, France, Belgium, 
Root Deck represents a tremendou | and the Argentine. There is not a 
investment of long-term research town or city in the British Isles 
and development. which does not contain buildings 
Ruberoid Steel Deck h: as been used ’ roofed with Ruberoid Steel Deck. 


THE ROOF WITH REGORD PERFORMANCE 


ate ; U x \ AS 
TN * S cil he 


a: 
Tt i Fl° s) sila a enn 
S = 


~~ ¢ 


ea FOR SPEED FOR ADAPTABILITY 


Many of the largest roofs ir Because of its simple construction Ruberoid Steel Deck lends itself 
the world are of Ruberoid Stee ind the lightness of the individual to every type of roof surface 
Deck as, for instance, the 50 inits, Ruberoid Steel Deck can curved, flat or pitched. On the 
acre roof of a building for the be erected in record time. A Bristol Brabazon hangar, for in- 
Ministry of Aircraft Production 34,000-sq.-yd. factory roof was stance, it was employed on all the 


Factories 27 working days. sloping, flat and vertical areas. 
= & 


npleted in 2 
: . h ¢ Ruberoid Contract Department 


, 
=H A \ pla ts wide and long experience with all types of roofing problems 


+} 








ie disposal of architects : consultations at the design stage 
| often do, result in structural economy. The Department 
rtakes the supply and fixing of Ruberoid Roofing specifications 
scale from convenient centres throughout the British Isles. 
Write for Illustrated Brochure No. 343 
TO 93 COMMONWEALTH HOUSE, NEW OXFORD $ST., LONDON, W.C.! 
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SASH BALANC 
for 


UNIQUE BALANCE CO. LTD., YEOVIL Telephone: Yeovil 2231 





hack lhe Pst. . 


For more than 
half a century 


we have specialised in the 
repair and restoration of 
defective stonework. 


We replace decayed stone 
with NATURAL STONE work- 
ed to the original design or, 
where it is not desirable to 
disturb the fabric of a build- 
ing, we will renew with our 
specially prepared “PLASTIC 
RECONSTRUCTED STONE” 
carefully reinforced and keyed 
to the structure. 


~—.. ° . * ° ° Historic VDE 
This calls for the utmost skill, experience and technical Chartered 


knowledge, and we have on our staff highly trained craftsmen 
under expert supervision to carry out any type of repairs. 


REPARATIONS ~ DREYFUS L® 


Whitson Street, St. James’, Bristol 1 + 129, GREAT SUFFOLK STREET, LONDON, S.E.1 * 36, Cannon Street, Birmingham, 2 








THE ARCHITECT and Building News, 25 March 1954 


j 
| 


| | | 
NEW WORLD WATER HEATERS 


| 
For NEW BUILDINGS AND CONVERSIONS 


A complete hot-water 
supply system suitable 
for fitting under the 


draining board 


Ihe universal demand for a complete hot water service which is reasonably priced, 
easily fitted and economical to use, has turned the attention of Architects and Municipal 
Authorities to the NEW WORLD Gas Storage Systems— 


As an example, the NEW WORLD C.12S. Circulator, fitted to a lagged 20 gallon 
cylinder, can be accommodated under the draining board in the kitchen. With the 
Economy Valve the user has the choice of heating 4 gallons for the sink and wash basin 
or 20 gallons when a bath is required. The temperature of the water is automatically 
controlled by the Regulo. If ventilation in the kitchen is adequate no flue is needed. 
rhis installation is being extensively used in new houses and flats, and for the modernising 
and conversion of old property 


A similar type of installation is available for use in an airing cupboard; and when 
the house contains no ball valve cistern, a combination unit complete with cistern mounted 
on the cylinder can be supplied. The NEW WORLD Circulator can also be used as an 
auxiliary to an existing solid fuel system and is available in three sizes, the largest of which 


is suitable for schools and institutions 


NEW WORLD Storage Water Heaters provide hot water at the same temperature, 
Summer and Winter—they can normally be operated on the existing Gas and Water 
Services and require a minimum of maintenance. 


»recommend @( New worto jm gas storage water heaters 


For further information from: RADIATION GROUP SALES LTD, 
7 STRATFORD PLACE, LONDON, W.1 Telephone: MAYFAIR 6462 


PRODUCT OF Radiation Ltd 
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‘TS° FUSED SWITCH 


“ELEGANCE WITH EFFICIENCY’ 
500V UP TO 300A AC OR DC 


THIS RANGE OF SWITCHGEAR INCORPORATES 
THE BEST MODERN PRACTICE AND DESIGN 


H.R.C. Fuses for category duty A.C. 5 or D.C. 4. 
Silver faced contacts high pressure butt type. 
Quick double break action. 

Remarkable wiring space cuts fitting costs. 

Space saving. 


Owing to the design and front operation, units may be mounted up to each 
other when mounting on busbar chamber, thus reducing length. Just the job 
for confined spaces. 


AND ALL AT REMARKABLY COMPETITIVE PRICES 


Write for Booklet TSS/I 


~DORMAN & SMITH L"™ 


MANCHESTER, 5 


EXPORT ENQUIRIES TO: DORMAN & SMITH LTD., 10, EMERALD STREET 
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oe LIDING 


COR GEAR 


ELLARD “* Estate ve * D 
large housing estate Pe ] c 


as again beer pecified for a 
anterbury Kent 
n econo n use of space 
ors ot uld be fitted with 
Hustration belc 


4ses 
Estate *’ Sliding Doo r Gear off 
For easy access and efficient actio arage 
ELLARD “* Radial *’ Sliding Door Gear T 
typical comestic garage witt 
Radial < Gea 


w shows a 
ELLARD 


ELLARD Sliding Door Gear has been specified! or flats and housing schemes by: London 
County Council ; Canterbury and Peterborough Corporations; Eston, Mexborough, 
Rushden, Sawbridgeworth and Wellingborough U.D.C.s ; Easington and Sedgefield 
R_D.C.s ;and for British Railways Housing Estates, Southall; Coronation Bungalows, South 
Shields; Kytes Settlement Estace. Watford; Newton Aycliffe and Stevenage New Towns 


CLARKE ELLARD ENGINEERING CO. LTD. 
Works Road, Letchworth, Herts. Tel.: 613/4 
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Airfield Control 
Towers... 


The Pressed Metalwork and Structural 
Steelwork for this Airfield Contro 
Tower were supplied by John Williams 
& Sons Ltd., who also carried out the 
erection. All the Control Room win 
dows are “‘Insulight’’ double glazed in 
polished plate glass. In addition to 
sound insulation, the ‘‘Insulight’’ sys 
tem provides improved therma 
insulation and consequent avoidance 
of condensation, which would hamper 
operations 


SSSR SESSSES SEE SEE EE eEEEe 


ane einensapensseneanaseeenseesoetes eosncecseseoscese 2 LONDON: Bank Chambers, Finsbury Park, N.4. “Phone - ARChway 2294 


THE PRESSED METALWORK, ; JONWI NDOWS 


STRUCTURAL STEELWORK 


ERECTION were carried out by : PROTECTED BY HOT DIP GALVANIZING 
JOHN WILLIAMS & SONS (CARDIFF) LTD. : 


" : JOHN WILLIAMS & SONS (CARDIFF) LTD. 


Photographs are by courtesy of : Makers of Metal Windows since 1889 
MESSRS. PILKINGTON BROS. LTD. $ Cinbigr‘225 EAST MOORS ROAD, CARDIFF By eng 


** METAL, CARDIFF 


* Grams: *' Dissolving, London "’ 
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THE LARGEST . 


STOCKISTS OF 


Cast iron 
Soils Rainwater 
Pipes s Gutters 


throwing 
a switch 


Over 100,000 
Castings in Stock 


. an everyday, routine operation, placing the : i, | We can supply all types « 


utmost reliance upon the intricate network of 
Ashathene cables carrying power to industrial = 
machinery and comfort into the home. Ashathene a Our technical staff wv 
has a higher voltage breakdown value, higher 
insulation resistance, greater resistance to fire ma) 
and better mechanical properties, besides re- \ oy a sanitary, 
ducing the cost of installation. Neither atmo- — 
sphere nor sunlight can affect Ashathene. 
Factors like these inspire confidence in a cable 
which will function safely and efficiently for 
many years. When you specify Ashathene you 
specify 

HIGHER DIELECTRIC 

Polythene insulated cores have a measured insulation 
resistance more than 100 times that of similar rubber 
insulated material. 

HIGHER VOLTAGE INSULATION 

High voltage tests on Ashathene Cable show a factor of 
safety 1.6 times greater than the equivalent rubber 
insulation on the same size of cable. 

BETTER FIRE-RESISTING QUALITIES 

The P.V.C, used on the sheathing of Ashathene will not 
support or spread a flame and, unlike rubber, is self- 
extinguishing when the flame is removed. 
STRONGER MECHANICAL PROPERTIES 10,000 DRAIN 

Ashathene is a tough flexible cable which is unaffected 2,000 RAINWATER | pipes AND FITTINGS | 85,000 L.C.C. PIPES 
by climatic conditions. Compared with rubber, PIPES AND FITTINGS | (incl. Watermain) AND FITTINGS 
polythene insulated conductors will withstand over 
twice the mechanical pressure without an electrical 
failure occurring. 


ast Iron Sanitar 


pleased to advise on 





, ALSO COPPER & MALLEABLE FITTINGS, TUBES, Etc. 
Thermoplastic Send for our new (illustrated 
insu ate catalogue and make it your standby 


ANS HAVIN EAN IE BURN BROS. (LONDON) LTD. 


DRAINAGE AND SANITARY ENGINEERS 


Ashathene is manufactured in all standard Cable MANUFACTURERS OF DRAIN TESTING 


sizes and also S.W.A. and D.W.A, classes. APPLIANCES 
Please send for details and lists, 





6-8 STAMFORD STREET, LONDON, S.E. | 


Telephone : WATerloo 5261 € 


AERIALITE LTD - STALYBRIDGE - CHESHIRE 
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MANCHESTER 
UNIVERSITY 


Department of 
Architecture and 


Town Planning 


Ne 


Thos: Worthington & Sons 


Main sterrvcase on Empire Stone 


Empire Stone Company Limited 


THANET HOUSE, 231 STRAND, LONDON, W.C.2 
BERKELEY HOUSE, BIRMINGHAM, 16 
NARBOROUGH, Nr. LEICESTER 


324 DEANSGATE, MANCHESTER, 3 
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and Multi-Storey Reinforced Concrete Integrated Construction 


Designed to 
Individual 
Requirements 


Sectional Factory at Stevenage. 


Telephone : 
VIC 0336-8. 1, 


Write or "phone 


Archt.:— Chief Archt. Stevenage Dev. Corpr 


R. E. EAGAN LIMITED 


ASHLEY PLACE, VICTORIA STREET, LONDON, 8S.W.1 


Maintenance 


Eliminated 


Fire Risk 
Reduced 


Telegrams 
l ambda, 


owest 








*Transiormation Scene’ by 


Hangers FAABIGUARD 


The Proved Emulsion Paint 


Here’s an impressive example 


of the remarkable 
ment which 
Hangers FABRIGUARD can 
make to difficult surfaces. 
The photograph shows York- 
shire’s Ideal Flour Mill, Selby 
Grain Silo, before and after 
treatment withFABRIGUARD, 
The surface treated was very 
rough, and during the war a 
Bituminous Based Camouflage 
Paint had been applied: oil 
Paint would not have been 
suitable, as bleeding would 
almost certainly have occurred. 
FABRIGUARD was used, and 


FABRIGUARD can be used on: 


e New Plaster 
@ Old Plaster 

e Hardboard 

@ Softhoard 

e Wood 


improve- 


e New Cement 

e Old Cement 

@ Asbestos Cement 
e Brickwork 

@ Roofing Felt 


application of 


has now. transformed _ this 
Silo into a landmark. 

The ‘transformation treatment’ 
was: one coat FABRIGUARD 
Primer Sealer; one coat 
FABRIGUARD Flat, followed 
by Porcelain Gloss Finish in 
Broken White. 

Apart from the attraction of a 
sparkling clean appearance, 
FABRIGUARD has -s special 
advantages for use on Food 
Manufacturing or Storage 
structures. It is 100°% hygienic, 
scrubbable 24 hours after 
application, and cannot con- 
taminate by smell. 


@ Creosoted Wood 


e Non-ferrous metals 


e Limewash 


@ Previously Painted Surfaces 
e Previously Distempered Surfaces 


e Bitumen-coated Corrugated tron 


For Technical Bulletin and details of FABRIGUARD Contracts, write to 


The 


Technical 


Director 


HANGERS PAINTS 


LTD., 


ALSO at 
BIRMINGHAM 


LONDON 


LIVERPOOI 


and GLASGOW 
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FULLY AUTOMATIC BOILER 


Use and Radiators 











Hot Water for Dome Sli 












THE GLOW-WORM A.25 Fully Automatic Boiler has a Jarger fuel capacity. ALL j 

On a maximum of TWO FUELLINGS a day it gives 70 sq. ft. of heating isere is ae 
pipes and radiators throughout the day and night with minimum variation of | . 
temperature and 50 gallons of hot water, or an average of 20 gallons of hot | | & ‘ 
water per hour both day and night, or 82 square feet of heating pipes and | A ta! 


















required 
economically as the smallest boiler. Water temperature is controlled by a turn 
of the knob—no dampers to operate 


radiators, or any combination of the above for special purposes. Where small CR ETEAL> a 
quantities of hot water are the GLOW-WORM A.25 burns as } a 




















B33 and B22 Please send for individual leaflet ! 

giving full details of any of f 
BOILERS these GLOW-WORM solid fuel- { 
Waterway encircle fir aving appliances. ) 


and gives high output ; 
sq. ft. of heating surfa 
Bright clean finisl 
minimum cleaning. B.33 
has steel water jacket, 


cast iron 

















The CROMFORD COOKER 
perfect all-purpose stove for cooking, water The MILFORD 


pace heating. Burns any solid fuel and can 










Oven-over-Fire 
Combination 
Grate 





Thee, ‘ be regulated for overnight slow burning. 
A a ) ; & g 













: , For space heating, 
The DERWENT Combination Grate , water heating, cooking 
One economical fire provides heat for larg ( boiling space for 5 
fast-boiling plate with extension hob and hot , saucepans, Flue clean- 
Ample domestic hot water and contr t ing without removing 
warmth. Overnight burning oven, 









GLOW-WORM BOILERS LTD. - DERWENT FOUNDRY - MILFORD : Nr. DERBY 
‘ London Showrooms: 22-24 E KINGHAM PALACE ROAD, S.W.I Tel. Victoria 7093 
BPC 
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To BSS. 1722 for Eight Wires at 
Standard Railway Pattern spacing 


9' 0" centres is normal practice for these posts but, 
with droppers in use, centres may be safely extended to 
24' 0". Gate Posts are prepared to instructions and all 
posts can be holed for barbed wire outriggers to order. 


Description | Six | Weight (each) 
| 

Intermediate Post | 5” 5" to 3” ‘¥ 6 100 lbs 
End Strainer | 6 b” to 4” x 4” ro” 175 lbs 
Intermediate Strainer | Ditto 175 Ibs. 
Angle Strainer | Ditto | 175 Ibs. 
Hand Gate Post | VxCxw7eé 250 lbs. 
Field Gate Post | vTxvxT7Te 560 Ibs. 

;” 

:" 





| 
Lamb Pasture Post if xaeeog 


Strut 15” 5” to 3” 


zy 0" | 36 Ibs. 
6’ 6" 100 Ibs 


Heavy and Light Agricultural and Housing Posts are available for lighter 
wire fences. Other Vinculum Standards include Posts for Chain Link, 
Tubes, Rails, Pales, etc. Please write or phone for particulars and prices. 


TARMAC LIMITED 
VINCULUM DEPT 


ETTINGSHALL. WOLVERHAMPTON 


Deliveries are made from our nearest Vi 
Lincolnshire, S. Wales, Buckingham rs 
LONDON OFFICE : 50 PARK STREET, W.1. (GROSVENOR 1422-5) 








SHELL BP HOUSE 


NEW STREET BIRMINGHAM 





is equipped with the latest 


° Om (0 
Gearless Lifts 
with Duplex Collective Control suitab 


tion without attendants at 400 


MARRYAT & SCOTT 


iy 8 @ 


40 HATTON GARDEN °= LONDON E(x 


Works : Houns! Mid ex and G 


Sales and Service Depot 

BIRMINGHAM ° LIVERPOOL BRISTOI BRIGHTON 
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Contractors; Sir Robert McAlpine & Sons Ltd. 
Consulting Engineer: W. V. Zinn, M. CONS, B. M.1.C.B, * Architects are invited to a 
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“a3” Expanded Metal Lathing 
used in building an Exeter bank 


Many important buildings constructed over the past fifty 
years incorporate Expanded Meta! lathing and plaster for 
suspended ceilings, partitions, etc [hese include: 
University College, Dublin; County Hall, London; 
Marischall College, Aberdeen; Royal Naval College, 
Dartmouth ; Shell Mex Houseand Admiralty Arch, London. 


THE PERFECT “KEY ~* 


The most important requirement of a background is that 
it should provide an adequate “ key ”’ for the plaster. In 
each square foot of Expanded Metal lathing there are 
approximately 500 meshes, each mesh forming a “ key ” 
for the support of the plaster. No other background has 
this unique property. 
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‘BB” Expanded Metal lathing 
background for suspended ceiling. 
Supplied and erected for new 
branch of Martins Bank, Exeter. 
Architects: Messrs. Lucas, Roberts 
& Brown. Contractors: Messrs. 
Soper & Ayres. 








EXTREMELY ADAPTABLE 
Expanded Metal can be made to fit anywhere. Flat, arched, 
domed and vaulted surfaces can be formed with equal 
ease. There are no prefabrication problems and no 
difficulties over last-minute alterations. 

WILL LAST INDEFINITELY 
The many ceilings and partitions constructed §0 years 
ago and still in good condition today prove that, under 
normal conditions, good plaster construction on Expanded 
Metal lathing will last indefinitely. 

ANY WORRIES? 

Perhaps you have a constructional problem that can be 
solved by using Expanded Metal. Certainly there’s no 
harm in talking things over with us — it won’t cost you 
anything. Please write or telephone for full information. 


BB Lathing 


AN “EXPAMET” PRODUCT 


THE EXPANDED METAL COMPANY LTD. 
Burwood House, Caxton Street, London, S.W.1. Tel: ABBey 3933 


Stranton Works, West Hartlepool. Telephone: Hartlepools 2194 
ALSO AT ABERDEEN BELFAST 
CARDIFF «- DUBLIN + EXETER 


BIRMINGHAM 
GLASGOW ~- LEEDS 


CAMBRIDGE 
MANCHESTER 
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solves the 
VERSATILE For permanent or 


temporary installation, and in a | 

variety of heights —** Clofit” pro- | 

vides the ready-made answer. y, cloak room problem 
INEXPENSIVE Mass demand 


enables us to produce the ** Clofit”’ 
units on a mass-production basis 


you benefit by getting individu- * - , fe L, re . 
ally tailored units at an incom- rhe Research and Development Di 
parably low price. % 
ADAPTABLE Each basic unit the Finch Organization conceived and 
can easily be modified for specific 
industrial needs 
oped these versatile and adaptable cloa 


units In conjunction with a number of 
architects and civic authorities. Th 
range of units that provide a compl 
for any municipal or industrial 
problem in a form that can be accom: 


within most cloakroom plans 


FOR FURTHER INFORMATION 
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A view of the cloakroom in the new 
Marconi Building at Basildon, Essex. 


Architect: E. R. Collister, Esq., A.R.1.B.A., A.A.dip. 


B. FINCH & CO. LTD., Belvedere Works, Barkingside, Essex 
VALentine 8888 (30 Lines) 
Showrooms: FINCH CORNER, 679/687 EASTERN AVENUE, ILFORD, ESSEX 





Building for 
ASEA 

ELECTRIC 
LIMITED, 
LONDON, E.17 





2508+. long by 
70ft. wide 


Weight of steelwork 


1000 tons 


ers. Consulting Engineers : Bylander & Waddell. Contractors : 


STEELWORK BY 


REDPATH BROWN 


LONDON OFFICE: 3 DUNCANNON STREET, LONDON, W.C.2 
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Design d by 


Edward D. Mills, F.R.I.B.A. 





oeeceeeceee OFFICE PREMISES 


I 

Windows glazed with }° 
Polished Plate Glass or 
“INSULIGHT Double 


Glazing Units, according to 





requirements 
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Spandrels glazed with stove 





enamelled coloured Rough 


Cast glass 
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Georgian Wired Cast 
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PILKINGTON BROTHERS LIMITED 


St. Helens, Lancs. Tel: St. Helens 400! Selwyn House, Cleveland Row, St. James's, London, $.W.! Tel: Whitehall 5672-4 
wraoun Supplies are available Se bee trade bye abe om 
7, OURPLATE” and “ LITE” th tered t ma “ INSULIGH British registered trade mark 
aes . Ore ne FEC ILKINGTON BROTHERS LIMITED 
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ONE OF THE WIDE RANGE OF FREDERICK BRABY & COMPANY LIMITED 


RUR 


ECLIPSE WORKS, PETERSHILL ROAD, GLASGOW 


OTHER FACTORIES AT: Fitzroy Works, t R i, Londor 
'da Works, Deptford, London, 5S. 
Havelock Works, A ee, Liverpoo 
Ashtor 404 


) Gate Works, Bristol, 3. TeLes 
4 OTHER OFLICE 110, Cannon Street, London, E.C.4 (I 
PROOUCTS Queen's Buildings, 10 Royal A Belf 
Palace Street, Plymouth 








Economical 
Overheads 





rooting of this huge factory in Liverpool. Here, 20.000 sq. 


| 
N Ypeed as well as efficiency, are amply demonstrated in the 


Yds. of Briggs Roolings were completed in the specified 
time of 10 weeks. The external layer ts Briggs Green Mineral 
Surfaced Roofing comprising an attractive shade of green 
granules in nature's own colour, permanent and unfading,. 


Briggs Roofs are designed to master every vagary of climate, 
to provide efficient insulation, to seal the interior from soot 
and dust to vive the lowest cost per year of rooting service, 


{sk our nearest Area Manaver to provide you 
with the latest technical data concerning Flat, 
Curved o1 Sloping Roofs. 


William Briggs & Sons Limited 


London, Vauxhall Grove, S.W.8 Regd. Office Dundee 
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& DEPOTS ALSO AT ABERDEEN BELFAST . BRISTOL 


GLASGOW . LEICESTER . LIVERPOOL . NORWICH 
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THE SHELVES \{ 
ARE BRACED | | 
TO THE STRUTS 


THROUGHOUT 


THE DISTANCE | | 
A to Le 


OBVIOUSLY 
THE MOST 
ECONOMICAL 
SYSTEM IN THE 
WORLD TODAY 


HANDY ANGLE MANUFACTURING CO 


GRAND BUILDINGS TRAFALGAR SQUARE LONDON wc2 


IMMENSELY STRONG, ANY 
HEIGHT, WIDTH OR DEPTH, 
AS REQUIRED FOR THE 
SPECIAL JOB. EASILY THE 
MOST QUICKLY ERECTED 
SYSTEM KNOWN. 


SCIENTIFIC ARCHITECTURAL 
PRINCIPLES APPLIED TO 
RACKING! — 


4orulé FAR HIGHER 


“AREA-STRENGTH-COST ” 
FACTOR 
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For the construction of Portishead 
Station we supplied the Contractors, 
Messrs. Charles Brand & Son Ltd., with 
the LIMESTONE AGGREGATES and 
RANDOM LIMESTONE WALLING STONE. 


HOBBS (QUARRIES) pe 


Have been privileged to supply AGGREGATES 
and MACADAMS to the majority of large 
Contracts in the Bristol area, and the operation 
of one of the largest transport fleets in the 
West enables us to give a first-class delivery 
service to areas in Somerset, Bristol, 
Gloucestershire, Oxfordshire, etc. 


All enquiries please to BACKWELL - BRISTOL 


Telephone : FLAX BOURTON II7 (3 lines ) 
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‘CHEECOLITE. 


WATERPROOF 


LIGHTWEIGHT CONCRETE 
for Modern Design in West Africa 


REGD. 














Archs.: James Cubitt Scott & Partners 
Contrs.: Gee Walker Slater & Co. Ltd. 


*Cheecolite’ Aerated Concrete Blocks both solid and hollow, 
are used for external and partition walls in this modern structure 
and in the many other fine buildings and bungalows in this large 
contract at Kumasi for the development programme of the Gold 
Coast Government. 

*Cheecolite’ aerated mortar is also used for setting the 
*Cheecolite’ Blocks; for all internal and external renderings 
and for roof screeds. 


CHEECOL PROCESSES LTD. READING - BERKSHIRE - ENGLAND 


LOCAL AGENTS: ANTHONY MAUFE (W.A.) LTD., NSAWAM ROAD, ACCRA 











Expert treatment of 


TIMBER DECAY 


Whether caused by fungal rot or insect borers, timber decay must be promptly 
diagnosed by specialists and arrested before irreparable damage is suffered and 
expensive replacement necessary. Not only have RICHARDSON & STARLING 
evolved chemical control materials and methods of application, but they have a highly 
trained staff to carry out effective treatment, ensuring complete success in combating 
Dry Rot, Death Watch, Lyctus or Furniture Beetles. 


RESKOL WYKAMOL 


FUNGICIDE FOR DRY ROT INSECTICIDE FOR WOOD BORERS 


Some species of this fungal rot have the destructive effect of a Death Watch Beetles and other wood borers can be effecti 
slow fire. Even the virulent Merulius can be eradicated by eradicated with only one treatment of “WYKAMO 
*“RESKOL'"’ Pentachlorphenol Solution, but unless the trained and experienced personnel are available for 
characteristics of these insidious growths are fully known you out the careful treatment required 

should employ specialists to be certain of success. 





Informative bookle’e SENT FREE on requ 


For further advice and “THE CONTROL OF INSECT AND 
, ee ee FUNGAL DETROYERS OF TIMBER ” 


RICHARDSON & STARLING LTD 


Members of the British Wood Preserving Associa 
HYDE STREET, WINCHESTER. vat: 2537 
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Telegrams : ‘‘ ARCHITONIA, SEDIST, LONDON."’ 


Birmingham : King Edward Hous« 
Deansgate 3595 (2 lines) ; 
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EMBERS of the Royal Institut 
declared for or against having a trade union 
wholly for salaried architects, ni know, 

to their surprise, that whatever the r of the 
R.I.B.A. Referendum, that it will make no difference 
The British Architectural Guild exists Chis is now 
the fact that matters; not who formed 1t 
was it decided on, or whether it ha 
cratically formed, because last 
architect now has him 
objects and rules of an exclusive registered trade 


who have 
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ult 


when 
demo- 
the 
aims, 


been 
since Friday, 


salaried before the 
union which he can join if he wishe 
While the R.I.B.A. were shaking 
I.A.A.S. has picked up the fruit 
At a press meeting on March 19, The 


and Secretary of the I.A.A.S. handed 
ments, both of which are printed in 


the tree, the 
President 
two docu- 


full below 


out 


These should be closely studied. 


BRITISH ARCHITECTURAI 

HE British Architectural Guild is an 
and careful consideration of all the fa 
provide comprehensively for all the cond 
the working lifs 
in salaried employment 
It has k 
but 
adversely 
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after long 
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olved, to 
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yng been realized that not only 
the whole of the architectural pz 
iffected by the 
increasing proportion of the profession in of il and 
In spite of the fa 

the profession of architecture are required to | ‘ 
initial qualific 
protracted is 
principal professions, 


being 


present statu irge and 
other 


salaried appointments rants to 


high 
ind to undergo training Kacting and 


that imposed upon candidates f he 


ations 
other 
the rewards upon qualifi both in 
status and in remuneration, compare most unfavourably with 
qualified 


medical faculties 


ilaried members of, for exam legal and 


this notwithstanding th« 
ture 
to the efficiency and well-b« 


i impor 


tance of archits to the community tribution 
that it make 
every aspect of their lives 

The profe 


ally concerned 


1 
eon " 
peopie in 


sional bodies in this field are rig ind natu 


about this state of affair 


enormous 
amount of research has been conducted by the Royal Institute 
of British Architects and other societies in an effort to find a 
It has been shown beyond doubt, however, 


solution that 


no existing professional body—however willin anxious 


COMPLI 


to further the cause of the salaried practitioner—could within 
the terms of its own organization assume the protective and 
negotlating functions that can be performed only by a Trade 
Union. It was with a full realization of these difficulties and 
attempt to overcome an apparent impasse that the 
Architects’ Committee of the Incorporated Association of 
Architects and Surveyors recommended to its Council over a 
year ago the setting up of an embryonic independent body 
which could assume all the powers of negotiation, provide for 
all protective aspects and yet be sufficiently wide in its 
terms of reference to operate within the orbit of the tradition 
and professional ethics that the Royal Institute of British 
Architects has established and maintained, and to which the 
profession generally, subscribes. 

It is a body on precisely these lines, positive and concrete 
in its protective provisions, but plastic and adaptable in its 
general terms, that has been registered as an independent 
Trade Union under the style of the British Architectural 
Guild and is now offered to the profession as a practical solu- 
tion of an acute problem. The subject is one which has 
already promoted considerable discussions and could con- 
tinue to do so indefinitely, but the founders believed that 
there was sufficient general agreement to justify—even to 
demand—immediate creative action. The Incorporated 
Association of Architects and Surveyors has been pleased to 
serve as an instrument in the formation of the new body as 
a contribution to the profession as a whole, but has done so 
in the full knowledge that the new body is an independent 
entity and in the realization that to achieve what is so badly 
needed it is hoped that the Guild will commend itself to 
the senior professional body and to practitioners in general. 

It cannot be too strongly emphasized that no one profes- 
sional body stands to gain material advantage from the insti- 
tution of the British Architectural Guild. Its intended 
benefits are for the profession as a whole and for the salaried 
section of the profession in particular. Impetus was neces- 
sary to bring into being and motion a nuclear organization 
and that impetus has been given by those who happened to 
have the facilities required and were willing to use them in 
the general interest. 

A few notes on the salient features of the new Guild may 
be helpful. First, the word “Architectural” in the title 
was preferred to “ Architects ” in order to cover, for example, 
the inclusion of students of the professional institutions. 
Membership is strictly limited to the architectural profession 
and is completely non-political. The Guild provides for 
the salaried architect in private practice as well as in official 
and commercial employment. Full membership is open to (a) 
all registered salaried architects and (b) employed persons 
who qualify for non-corporate architectural membership of 

i 


in an 
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the R.I.B.A. and the L.A.A.S. Student membership is open 
to all undertaking full-time study at an approved architec- 
Rates of subscription as given iu the Rules are 


tural school. 
provisional. 

The body is to be governed by a Council to be democrati- 
cally elected annually from among the full members. 
Provision is also made for the establishment of branches as 
and when required. 

Offices will be taken as soon as practicable, the present 
registered address being provisional. Minimum administra- 
tion facilities are also provided for. 

The R.I.B.A. has been acquainted of the formation of the 
Guild and has been officially invited to give its support 
and recognition to the undertaking. The support of the 
architectural and building press is also regarded as essential 
to the success of the new body. 

The need for a body constituted solely to advance the 
legitimate interests of that important section of the archi- 
tectural profession which is in salaried employment has long 
been recognized. At last such a body is in existence. The 
responsibility for its success now falls upon the profession 
itself. 

Copies of the Rules, which it is believed provide for attain- 
ing all the objects for which the Guild exists, are obtainable 
upon application to the Secretary, British Architectural 
Guild, 59, New Cavendish Street, London, W.1. 


AIMS, OBJECTS AND RULES 


il. Name. The body formed under these Rules shall be called 
the BRITISH ARCHL- TECTURAL GUILD, hereinafter called 
the Guild, and shall be registered as a Trade Union. 


2. Orrice. The registered office of the Guild shall be 59 New 
Cavendish Street, London, W.1. Unless and until otherwise 
determined this shall be the place of business meetings and the 
office to which all communications shall be addressed. Notice 
of any change in the situation of the registered office shall be sent 
to the Registrar of Friendly Societies within seven days in the 
form prescribed by the Secretary of State’s regulations. 


3, Opyects. The objects of the Guild shall be: — 

(i) to promote and protect the common and individual 
interests of its members and control the relation between 
members and employers and between members, and for that 
purpose to impose all such conditions as the Guild may deem 
to be expedient; 

(ii) to provide legal protection for members in accordance 
with the regulations for the time being in force; 

(iii) to secure to members benefits which may be allowed by 
the Rules for the time being in force; 

(iv) to assist members in obtaining suitable employment; 

(v) to co-operate with such professional organizations as are 
recognized by the Council from time to time in the mainten- 
ance of their professional codes of conduct and to assist such 
professional bodies in maintaining the status of the professional 
practitioner; 

(vi) to secure that the practice of architecture for remunera- 
tion shall be restricted to persons possessing adequate qualifica- 
tions and to co-operate with those bodies empowered to grant 
certificates of qualifications in order that high standards of pro- 
fessional competence may be established and maintained; 

(vii) to secure representation upon such public and other 
bodies as may affect by their policy the interests of the salaried 
architect; 

(viii) to secure the welfare of the salaried architect; 

(ix) to co-operate with and assist, either financially or other- 
wise, such professional organizations as may be recognized by 
the Council from time to time in the improvement of technical 
education and professional training of all those seeking to be- 
come qualified in the architectural profession; 

(x) to provide financial assistance to members who are able 
to prove to the satisfaction of the Council that they have lost 
their employment through action taken in the interests of the 
Guild, the Council deciding what allowances shall be paid in 
such cases; 

(xi) to form such branches as shall in the opinion of the 
Council be necessary to promote the objects of the Guild; 

(xii) to subscribe either financially or otherwise to the forma- 
tion of a National Joint Council upon which the private 
practitioner on the one hand shall be represented by appointed 
delegates from the Royal Institute of British Architects and the 
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RULES 
4. MEMBERS. There shall be tl indermentions 
members. 
(i) Full members 
(11) Student members 
(iii) Honorary member 
(iv) Such other classe 
necessary to represen 
FuLL MEMBERS shall 
a) registered 
or 
b) salaried non-corporate 
salaried non-corporate archite 
or a Graduate of one of the iral scl 
by either of these bodies, or person who 
architectural training approved by either of 
im full-time archite al employme 
STUDENT MEMBERS 
a full time course of 


by the R.LB.A. or LA:A.S 


HONORARY MEMBERS. The Cou 
members persons of distinction whose 
ted to the advancement of 
salaried architects. Such 
power. The Council may elect such honorary men 
members of distinction to be vice-presidents. The: 
more than twenty vice pre dents at any one time 

The Council shall publish annually 
number of members registered withi 
of the Guild 

Full members and student member 
responsible for advising the Head Offi 
cease to be qualified for membershi p 
Rules or section of the Rules applic 


5. APPLICATIONS FoR ADMISSION MEMBERSHI 

(i) Applications for membership must be 
prescribed application forms, shall ir the signat 
members of the Guild who are epared rom 
knowledge to nominate the applicant. The 
for such evidence in support of the application as may 
sidered necessary in the interests of the Guild 

(ii) The Council may, in direction 
passed at a meeting of the uch other 
as appointed by the Council to consider appli 
out being bound to give any reason for refusal, refuse to admit 
to membership any applicant whom they shall not consider to 
be a fit and proper person to be so admitted 

(iii) The Council, acting on the 
committees of branches or on their own initiative, may investi 
gate the conduct of any member if they have reason to believe 
it is contrary to the interests of the Gi Lild hey may call any 
member before them in such investigations. The persor 
conduct is called in question shall have the right to appear 
before the Council to state his case and to call such witnesses 
as may be necessary. If they think fit the Council may by 
resolution of a majority of at least two-thirds of the 4 
present and voting, 
the Guild 

(iv) Any member whose subscription for the current year 
has been paid may resign from his membership by tendering 
written notice giving reasons for his resignation to the Director 
and Secretary of the Guild or to Branch Secretary. Such 
notice shall take effect upon its acceptance by the Branch 
Committee or the Council or twenty-eight days after receipt 
of the notice, whichever occurs soone 

) Individuals who have ceased to be member 

may be re-elected if 
6. RATES OF SUBSCRIPTION 

(i) Such entrance fees 
from time to time 
advance and subscriptions shall be payable quart 
yearly or yearly, to the Head Office ol “the Cruild 

(ii) Every applicant ‘ 
registration fee of ten shillings the egistration 
returned to any applicant if he ‘fused adm 
membership 

iii) Every applicant 
registration fee of two : 
fee shall be returned to any 
to student membership 

(iv) Full membership 
month following 
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v) Until otherwise decided by at least two-thirds majority of 
be the rates 
of subscription— 

vi) if a full member normally is residen. within the United 
Kingdom and pays his subscription yearly in advance in Janu- 
ary, half-yearly or quarterly in advance by banker’s order, or 
by arrangement with his employer who regularly transmits to 
the Guild bulk payment in respect of a group of members, 
the subscription shall be in the case of a full member twenty- 
six shillings per year while under twenty-one years of age; 
thirty-nine shillings per year while over twenty-one but not 
twenty-five years of age; fifty-two shillings per year when over 
twenty-five years of age, and in the case of a student member 
ten shillings per annum 


7. DEFAULT IN PAYMENT OF SUBSCRIPTION. Any member 
who is more than six months in arrears with his subscription 
shall ipso facto cease to be a member but shall nevertheless be 
liable for the subscriptions in arrears 


8. REMISSION OR REDUCTION OF SUBSCRIPTIONS. The Coun- 
cil may in any special case where in its opinion it is desirable so 
to do, reduce or remit the annual subscription, or the arrears of 
annual subscription, of any member of any class 


9. BENEFITS. In order to provide legal protection and 
benefits for the members when unemployed, sick, victimized or 
in distress, and for the relief of dependants of deceased members, 
the Council shall have the power to adopt and send for registra- 
tion such Rules and Regulations as may in their opinion be 
necessary to implement such provisions 


10. FINES AND FORFEITURES. There shall be no fines or 
forfeitures except as defined in Rule 7 hereof 


ll. BRANCHES 

(i) The Guild shall be divided into such branches as the 
Council may decide and every member shall be a member of 
such a branch. 5 

(ii) New branches may be formed at the discretion of the 
Council 

(iii) The Council shall have the power, by at least two- 
thirds majority of the Council present and voting, to dissolve 
any such branch as in their opinion is not supported by suffi- 
cient membership to warrant its retention or for the purpose of 
redetermining boundaries and areas to be covered by existing 
or newly formed branches. 

(iv) Members who for any reason cannot be allocated to a 
local branch shall be included in a general brar to be 
administered from the Head Office of the Guild 

(v) The members of each branch shall appoint an honorary 
or a salaried sectetary as may be authorized by the Council of 
the Guild. It shall be the duty of such honorary or salaried 
secretary of the branch in addition to his other duties to act 
upon the instructions of the Director and Secretary of the 
Guild in circulating information to all members of the branch 

vi) Every branch shall provide upon request from the 
Director and Secretary of the Guild such information as is at 
its disposal relevant to the proper conduct and the affairs of the 
Guild 

(vii) Internal organization or branch rules shall be framed 
in accordance with such Rules as laid down by the Council 
from time to time and must be in conformity with the Rules of 
the Guild for the time being in force 


12. Councit. The Council, which must consist of not less 
than seven and not more than twenty-one members, shall be 
the supreme governing body of the Guild and shall be appointed 
by ballot from among the full members of the Guild as a whole 
PROVIDED THAT not less than one-third of the appointed 
representatives shall be members of the R.I.B.A. and not less 
than one-third of the appointed representatives shall be members 
of the L.A.A.S. 

All members shall retire annually at the thirty-first December 
in each year and shall be eligible for re-election 

The Council shall be authorized to devise such regulations as 
are necessary for the receipt of nominations and for the holding 
of properly conducted annual elections 


13. ANNUAL REPORT AND ACCOUNTS The Council shall 
cause to be issued to all members annually by the last day of 
February an Annual Report and a copy of the duly audited 
Incomie and Expenditure Account and Balance Sheet 


14. OFFICERS 

(i) CHAIRMAN. A Chairman shall be elected from year to 
year by the Council and shall be chosen from among full 
members of the Guild, such election to take place at the first 
meeting of the Council next following thirty-first December 
in every year and shall be by ballot PROVIDED THAT 
nothing hereinafter contained shall prevent the Chairman for 
the time being from being eligible for a further period of two 
years or his subsequent election as an ordinary member of 
the Council or as a Vice-Chairman but he shal! not hold office 
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as Chairman for more than three years in succession at a 
time. The Chairman shall be an ex-officio member of all 
committecs within the Guild and shall preside at each meet- 
ing of the Council of the Guild. In the absence of the Chair- 
man the Council shall be empowered to appoint a Chairman 
for that meeting from among members of the Council who are 
present. 

(ii) HoNoRARY TREASURER. The Honorary Treasurer shall 
be elected year by year by the Council, such election to take 
place at the first meeting of the Council next following thirty- 
first December every year and shall be by ballot. 

The Honorary Treasurer shall be responsible for a clear 
and correct account of monies received and paid out by the 
Guild and shall present to the Council when required a report 
of the financial position of the Guild. 

(ii) DrRECTOR AND SECRETARY. The Director and Secretary 
shall be the senior permanent officer of the Guild and as 
such shall be responsible to the Council for the management 
and conduct of the establishment and executive business of 
the Guild. He shall perform such other duties as shall be 
assigned to him by the Council and he may be given such 
other executive powers as the Council may from time to time 
determine. He shall receive such salary, expenses, or other 
emoluments as shall be decided by the Council from time to 
time. He shall give or send to the Registrar all notices and 
documents required by the Trade Union Acts and the Secretary 
of State’s Regulation, to be so given or sent with the appro- 
priate fees in respect of the registration. 


15. Trustees. The property of the Guild shall be vested 
in three trustees who shall be appointed by the Council and 
shall be subject to removal by vote of seventy-five percentum 
of the Council, who shall in the event of such removal have 
power to appoint another trustee in his place, but all powers 
vested in the trustees may be exercised by the survivor or 
survivors of them. 

16. FINANCE. 

(i) The funds of the Guild shall be employed for any 
purpose which in the opinion of the Council furthers, or tends 
to further, the objects of the Guild as set forth in these Rules. 

(ii) The funds may be invested only in securities which are 
securities within the meaning of the Trustee Act of 1925, or 
deposits may be made in Post Office Savings Bank or with 
any Joint Stock Bank. 

(iii) A qualified auditor shall be appointed at the first meet- 
ing of the Council in each year and shall prepare a report on 
the financial position of the Guild, such report to accompany 
the Annual Accounts to be presented to the Council for trans- 
mission to and registration by the Registrar of Friendly 
Societies. 

(iv) The Guild shall be entitled to establish, carry on and 
participate financially or otherwise, directly or indirecgly, in 
the business of printing and publishing of newspapers, books, 
pamphlets or publications of any lawful kind whatsoever in the 
interests of and with the main purpose of furthering the 
objects of the Guild. 

(v) The Guild shall be entitled to engage in the purchasing, 
leasing or mortgaging, or otherwise to deal with, land so far as 
permitted by law. 

(vi) The Guild shall be entitled to borrow any monies 
required for the purpose of the Guild upon such terms and 
upon such securities as may be determined by the Council 


17. INSPECTION OF RECORDS. Any member and every person 
having an interest in its funds shall have the right to inspect 
the books of the Guild and the names of its members at the 
registered office of the Guild after he has given seven days’ 
notice of his intention to the Director and Secretary; accredited 
representatives of any branches formed may have access to the 
names and addresses of the members after similar notice has been 
given. 

18. RULES. 

(i) The Guild shall be entitled to adopt such Rules and 
Regulations as may be necessary or desirable to attain its 
objects. 

(ii) The Rules may be changed only by Resolution of 
Council PROVIDED THAT the motion is supported by at 
least two-thirds of the Council present at the time of voting 
at such meetings of Council as have the item “ Change of Rule ” 
on the agenda. 


19. DissoLuTion. The Guild may dissolve by consent of 
three-quarters of its members. 


20. POLiTicAL FuND AND Levy 


I There shall be no political 
fund or political levy 


21. UNEMPLOYMENT BENEFIT SCHEME. The Council shall 
have the right to introduce by way of alteration of the Rules 
such contributory Unemployment Benefit Scheme as it may 
deem to be in the interests of the members. 
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EVENTS AND 
COMMENTS 


IT’S IN THE BAG! 

On another page you will find an announcement about 
the formation of the British Architectural Guild. It is, 
apparently, precisely the type of trades union which the 
recent R.I.B.A. document described. The announcement 
sounds reasonable enough until suddenly it becomes clear 
that the B.A.G. is an offshoot, entirely independent, of 
course, of the LA.A.S. The I.A.A.S. has been very smart 
and has out-manceuvred the R.LB.A. 

I have not yet seen the rules of the B.A.G.; they may be 
excellent but members of the R.I.B.A. will remember the 
role played by the I.A.A.S. in the struggle for Registration. 
The 1.A.A.S. provided the principal opposition to the bill 
drawn up by the R.I.B.A. Members will also have heard 
of the constant sniping in A.R.C.U.K. by representatives 
of the LA.A.S. and they may well wonder whether the 
1.A.A.S. is quite the right organization to sponsor a trades 
union which all official and salaried architects are to be 
invited to join. 

In my opinion the I.A.A.S. represents too few architects 
and does not possess enough influence to back such a pro- 
ject. The formation of the B.A.G. appears to me more as 
a scheme to draw members away from the R.1.B.A., and 
perhaps into the I.A.A.S., than an altruistic move to 
improve the lot of the employed architect. I may be 
wrong but I suggest that all those whom the organizers 
want to see in the B.A.G. should wait and see. Most of 
us Owe some sort of allegiance to the R.I.B.A., even though 
some do not like to admit it, let us see what our Institute 
has to say before taking any precipitate action. 

{RCH 


RAILWAY STUDIO 


Not without violent protests, which were echoed here, 
Feliks Topolski had to hand over his Paddington Studio 
to the demolishers. He had great difficulty in finding 
another sufficiently large. The L.C.C. has provided the 
answer with one of the Charing Cross Bridge railway 
arches on the South Bank site. Rent £200 p.a. The high 
cost of filling in the open ends of the arch was reduced by 
Sir David Eccles offering the large window from the Coro- 
nation Annexe to Westminster Abbey. This, cut in half, 
fills both ends. That overlooked by the R.F.H. has the 
original obscured glass, the other was re-glazed with clear 
glass. Topolski is doing no permanent alteration work to the 
interior but has provided a free-standing screen to form a 
small display area and entrance hall. Bookcases and 
panelling from the Paddington Studio form an intimate 
area which has a suspended ceiling. Ceiling and screen 
will eventually be painted by Topolski. Heating will be 
by industrial electrical heaters, but not until he has settled 
a fight with the electrical authorities. 

Having painted a large mural in a similar railway arch 
for the South Bank exhibition, Feliks Topolski feels that 
he is conditioned to all forms of train noise. He can, 
after all, always slip into the foyer of the Royal Festival 
Hall for a little peace. 
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See“ Railway Arch Studio”’ 


TEN PER CENT FOR CONTINGENCIES 


Talking of the R.F.H. reminds me that I recently saw 
a summary of its final cost. It was £2,144,029, excluding 
the organ. Although this expenditure has used up the 
total amount estimated for the completion of the whole 
hall—final phase not yet started—the reason for the excess 
expenditure on the present building was very largely the 
working of the rise and fall clause in the contract 
Excluding this, the excess expenditure on building work 
did not amount to more than 9 per cent. Well done, sirs ! 
OUR 


TO CLAD TALLES1 


I heard the other day that even a visit to the United 
States has failed to produce the cladding material for 
which Mr. Howard Robertson is looking for his South 


Bank Shell-Mex skyscraper. 
son saw examples of the 


Robert 


enamelled 


I imagine that Mz 


latest porcelain 
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This material is similar to 
shown at the Exhibition last 
year but is made in five bright colours and two aluminium 
finishes. The strip is available in four 
to 84in and there are nine special trim 


aluminium strip 
duct which 


a Swiss pro- 


was Building 


widths from 2}in 
members for get- 


ting round corners and so on. I do not 
the strip 


know how long 
are nor how they are packed fo If the 
durable as ments on 
station platforms, this material should hav 


travel 
enamel is as those old advertis« 


1 future, but, 


my! oh! my! what vulgarity will be possibl 
B.R.S DIGESTS 
Years ago it was said that the British army had the best 


written and least read military manual Judging by infor- 
mation published in B.R.S. Digest No. 62, the British 
building industry in its own field may now rival the army, 
for, out of the 6.000 or so written enquil 
B.R.S. during 


received at the 


953 the most were concerned with inherent 


weaknesses or unsuitability of material troubles result- 
ing from improper use of materials or faulty design. The 
Digest gives a list of the most common faults in the latter 
category and points out that while British Standards and 
local knowledge ought to act as safeguards for material 
troubles, other government publications fully cover the 
most common design faults. The fact is that these publi- 
cations are not sufficiently read. It would interesting 
to know whether schools of architecture take sufficient note 


of these Digests and other government publications, for 


find it hard to give the 


it is clear that practising architect 


necessary time to reading them 
Mind you, I may be being unjust to architects for the 
B.R.S. does not give details of the origin ol enquiries 


ROCHESTER  CATHEDRAI {PPEAI 








The Rochester Cathedral Appeal Fund which I men- 
tioned time ago, has now obtained half of the 
£40,000 which it needs to put the cathedral in order. 
ter from May 17 
until June 5 to mark the 1,350th anniversary of the found 
ing ol 


some 
Celebrations are being held in Roch 


the diocese These celebration will include an 


exhibition to be held in the very fine undercroft where it 
is hoped there will be an exhibit from every cathedral 


in England 
LONDON SAPPERS 


SECOND REUNION 


The success of last year’s meeting ha 
This year th 
at the Duke of Yorks, Headquarters, Sloan 
Saturday, May 29, at 7 p.m. The band of th 
Royal Engineers will play and there will b 
well as food and drink. Tickets 3: 
son, Hon. Sec. London Group, Room 31 
Whitehall, S.W.1. 


ncouraged the 
organizers to try again. eting will be 
Square, on 

Corps of 
3 cabaret as 
from Mr. J. S. Pear- 
Horse Guards, 








HOLY VOSAICS! 
I have just seen a cutting from an American architec 
tural paper which shows a new kitchen fitting recently 


put on the market 
deep and contains 


It is 3ft high, 3ft 6in wide, and 2ft 
a 6 cu ft refrigerator, a double sink 
with mixer valve, and a three-burner oker with grill 
and oven. It sells in America for £100 
needs television and wheels to be really useful 


about It only 


In one 
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of our own architectural papers I saw to-day an adver- 
tisement for a projection television set which, when not 
in use, turns into a cocktail cabinet of truly monstrous 
desiga. 


HILTON HOTEL FOR 
KNIGHTSBRIDGE? 


News of large commercial projects usually starts with a 
denial, and on this basis it is, perhaps, worth recording 
that the owners of that very nice site, next to the Hyde 
Park Hotel, have denied that Mr. Conrad Hilton, of 
Hilton Hotels, has made “ any recent approach” to them 
about it. This statement was drawn from them by a 
report that a lease was about to be signed. 

I wonder how many London architects have, like me, 
imagined themselves commissioned to build on what must 
be one of the very best sites in London. 


SMOKE WASHING AT BANKSIDE 


According to the City Press the smoke-washing 
machinery at Bankside Power Station, installed at a cost 
of £1,500,000, largely to protect the fabric of St. Paul’s, 
is a failure. The report alleges that the sulphur fumes 
which do the damage are so cooled by the smoke-washing 
business that they are heavier than air, and that instead 
of going up they come down. In addition, it is claimed 
that as the Power Station runs on oil (surely not) and not 
coal the sulphur effluent is considerably greater. If this 
is all true, and it seems scarcely credible that it should 
be, it is a pity. My feeling is that someone has got hold 
of the wrong end of the stick. 





HEATING 
THE OLD 


{ND VENTILATING AT 
BAILEY 


Mr. Justice Byrne, the judge at the second Francasal 
trial which lasted for five weeks, with twenty-three sit- 
ting days, praised the jury for its care and patience, and 
had some hard words for the heating and ventilating of 
the court. He said that he had been overheated the whole 
time, and the jury had complained of the cold. Members 
of the Bar had complained of cold air being blown on 
to them and of having their papers fluttered about. The 
defendant had narrowly escaped pneumonia, and the 
Clerk of the Court had also suffered. I have a feeling 
that some famous judges of the past would have ordered 
those responsible to appear before them—and before the 
twenty-third day, too. 


WHETHER COCKES AND 


WEDDERCOCKS 


If you are interested in, or have cause to design, weather- 
cocks, Mr. A. Needhams’ little book, English Weather- 
vanes (Charles Clarke, Haywards Heath), will help you. 
It gives their history and notes on construction. Almost 
all the interesting weathercocks in the country are illus- 
trated by the author, with notes on their origin. You may 
be surprised at the number you can identify without refer- 
ring to the notes. 


ABNER 
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NEWS OF 


Building Operatives Demand 
Pay Increase 


Whether a national building strike 
will follow the rejection of the claim 
for a 9d an hour wage increase, which 
would affect about 250,000 building 
workers, may depend on the outcome 
of a further meeting between the em- 
ployers’ and workers’ representatives, 
being held to-day. 

A meeting of the leaders of the 18 
unions of the National Federation of 
Building Trades Operatives, in York 
on March 17, considered the next step 
in the demand for an increase, which 
has been rejected by the employers, 
who suggested it be sent to arbitration. 

After the meeting Sir Richard Cop- 
pock, the general secretary, said the 
following resolution had been passed : 

“That this meeting of joint execu- 
tive councils, having heard the report 
of the wage negotiations, and having in 
mind experience in 1953, expresses 
profound dissatisfaction with the atti- 
tude of the employers, whose settled 
policy now appears to be one of forc- 
ing our claim to arbitration. 

“We consider this attitude of the 
employers to be a negation of the 
machinery of the national joint coun- 
cils for the building industry, and 
destructive of the principles of collec- 
tive bargaining. 

“Therefore, in the event of there 
being no change in the attitude of the 
employers at the meeting with the 
national joint councils on March 25, 
in furtherance of our claim, we 
authorize the executive committee of 
the National Federation of Building 
Trades Operatives to make prepara- 
tions for taking action to maintain the 
independent negotiating power of the 
trade unions.” 

Sir Richard said that they were now 
having to prepare for any eventualities 
that might arise, and a further meeting 
would be held after the one with the 
employers to discuss what further 
action the Federation desired to take 
for the purpose of pressing their claim. 

It has been estimated that if the 9d 
an hour increase is granted, it would 
add about £90 million a year to the 
industry’s wage bill. It would also in- 
crease by almost £100 the price of the 
average three-bedroomed house, and 
add 1s 6d a week to the rent of a sub- 
sidized Council house. 

Last January, building workers were 
granted an increase of one penny an 
hour under a sliding scale agreement 
based on last year’s changes in the 
index of retail prices. This will cost 
the industry about £10 million an- 
nually. 

In May, 1953, the industrial dis- 
putes Tribunal rejected a claim by 
the building unions for a sixpence an 
hour increase. 


Coventry Cathedral 


Before deciding whether to grant a 
licence for an immediate start on the 
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THE WEEK 


building of the new Coventry cathe- 
dral, the Minister of Works, Six David 
Eccles, has invited Coventry City 
Council to send a deputation to state 
their case that the time is inopportune 

The Council will send a deputation 
headed by the Lord Mayor, Ald. H. B. 
W. Cresswell, but the date has not yet 
been fixed. 


The Architecture Club 


A supper of the Architecture Club 
was held at Chez Auguste, Soho, on 
Wednesday, March 17, under the chair- 
manship of the President, Viscount 
Esher, and was followed by a discus- 
sion on the question, “ What has hap- 
pened to Post-war Planning?” The 
discussion was opened by Sir Patrick 
Abercrombie and the President, and 
was continued by Mr. G. A. Jellicoe, 
Mr. W. G. Fiske, Mr. A. S. G. Butler, 
Sir George Pepler, Mr. Sylvester Sulli- 
van, Dr. Thomas Sharp, Mr. Gerald 
Wilson, Mr. Peter Shepheard, and the 
Hon. Lionel Brett. 


Lead Development 
Association 


Under the sponsorship of the lead- 
ing Commonwealth producers of lead, 
the Lead Development Association has 
been formed as a non-profit-earning 
body. The objects of the Association 
are to extend the knowledge of lead in 
its manifold uses and to foster appre- 
ciation of its services to mankind. 

Hitherto, the only organization of its 
kind in the country giving information 
on lead matters has been the Lead In- 
dustries Development Council, which 
confined its activities to those con- 
nected with lead sheet and lead pipe. 
With the formation of the Lead 
Development Association the name 
Lead Industries Development Council 
will cease and its activities will con- 
tinue as the Lead Sheet and Pipe 
Council, which becomes an associate 
member of the Lead Development 
Association. 

The offices of the Lead Development 
Association and those of the Lead 
Sheet and Pipe Council are at Eagle 
House, Jermyn Street, London, S.W.1. 
Telephone Whitehall 4175. 


Wallpaper Exhibition 
Extended 


In view of the great interest shown 
in the Exhibition, “ Wallpaper for In- 
terior Decoration and Display,” at No 
13, Portman Square, London, W.1 
(the headquarters of The British 
Colour Council), The Wall Paper 
Manufacturers, Ltd., have extended it 
until Friday, April 9. It was originally 
meant to close on March 26. 

The Exhibition will now be open 
from 10 a.m. until 6.30 p.m. cack 
week-day with the exception of Satur- 
days. 


Mr. Max Lock 


Mr. Max Lock has gone abroad for 
a three-week lecture tour beginning in 


, 25 March 1954 
Marseilles, where he will be speaking 
to the students of the School of Archi 
tecture and architect members about 
the new architecture in India. He will 
then visit Italy, going first of all to 
Turin where he will address the mem 
bers of the Italian Town Planning 
Institute on recent advances in British 
Town Planning practice 
Samona has also invited him to address 
the students of town planning at the 
University of Venice. Early in April, 
under the auspices of the British 
Council, Mr. Lock will be lecturing to 
audiences of architects and town plan 
ners in Rome and in Naples 


Professor 


London Overspill 


At the meeting of the London 
County Council held on March 16th, 
Mr. Patrick Sterling asked the Chair- 
man of the Housing and Town 
Planning Committees a number of 
questions. Mr. Reginald Stamp’s re- 
plies are given in italics 

(i) With how many local authorities 
have they discussed the possibility of 
building a new or expanded town to 
accommodate London’s overspill, and 
what is the number of houses to be 
built covered by these talks? 

(i) The number of local authorities 
(excluding County Councils) who have 
either sought information from the 
Council or been approached by the 
Council after discussions with the 
appropriate County Councils in respect 
of possible schemes under the Town 
Development Act is between 50 and 60, 
but discussions have only been held 
where there appears to be a prima facte 
case for a practicable scheme. If every 
negotiation now proceeding bore frutt 
the Council would be within sight of 
meeting its requirements in expanded 
towns. As, however, many of the nego- 
tiations are only in a preliminary stage, 
it would be wrong at this juncture to 
attempt any comprehensive estimate of 
numbers of houses. At Bletchley and 
Swindon, where nomination agree 
ments have been authorized under the 
Act, no specific number of dwellings to 
be provided has been agreed with the 
Council, but if the two authorities 
attain the maximum population they 
have in view about 5,000 dwellings will 
be available to London families 

(ii) What is the furthest point from 
London for which they have conducted 
these conversations ? 

(u) In general, discussions have been 
restricted to an area within 100 miles 
of London and the farthest town with 
a prima facie case for a scheme ts 
Grantham, 108 miles away Discus 
sions begun at the request of one 
authority 160 miles away are not being 
pursued 

(iii) In how many 
ment in principle been reached ? 

iti) In the two cases of Bletchley and 
Swindon, the exchange of agreements 
has been authorized by the Council; 
schemes for three others (Ashford, 
Letchworth and Haverhill) have been 
submitted to the Minister of Housing 
and Local Government for provisional 
wndication of grant and nine other local 


cases has agree 
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authorities have agreed to the prepara 
tion of schemes for the purpose of 
arriving at a decision, 

(iv) Are they still of the opinion that 
the decentralization of industry is an 
essential factor in the success of such a 
scheme? 

(tv) The decentralization of industry 
is still considered to be fundamental to 
the success of all schemes and discus 
sions are now proceeding ‘with the 
Ministry of Housing and Local 
Government to find out how far and in 
which towns, the Board of Trade will 
give their support. 

(v) Has a survey been recently car 
ried out of firms which might be inter 
ested in moving out of London, and if 
so, with what result? 

(v) Such a survey was made in 1950 
‘ for the purpose of the Development 
Plan and the results are set out in 
Chapter 3 of the Analysis, a copy of 
which was sent to each Member of the 
Council. The firms which then indi 
cated willingness to move out of Lon 
don have recently been approached 
again and I have arranged for the Hon 
Member to be supplied with a state 
ment showing the results of these en 
quiries 

The Council are considering what 
more can be done to encourage the de 
centralization. Meanwhile, the Hon 
Member will see on page 19 of to-day’s 
agenda the arrangements being made 
for information to be given at the 
British Industries Fair 


I N PARLIAMENT 





Defects at Harlow 
Mr. Finlay called attention to defec 

tive workmanship in houses in the new 
town of Harlow. Mr. Marples, Parlia 
mentary Secretary, Ministry of Hous 
ing and Local Government, said that 
some complaints had been made about 
a relatively small number of houses 
These were being thoroughly investi 
gated by the development corporation 
The Minister was confident that the 
Corporation was discharging its 
responsibilities without delay, and was 
putting remedial works in hand where 
necessary to deal with defects inherent 
in building construction. Mr. Finlay 
said that defects had appeared in 
houses of “no fines” construction and 
that about 80 houses of the type were 
affected. Tenants had expressed fears 
that extra burdens in maintenance as 
a result of these defects would pass to 
them. Mr. Marples assured him that 
the remedial works would be carried 
out. In some cases it might be a diffi 
cult and protracted task to discover the 
exact cause of the building defects but 
the remedial works—whether they 
were the liability of the corporation or 
the contractor—would not involve in 
creased rents. Mr. G. M. Thomson 
suggested that the defects were partly 
the result of Government policy, as the 
development corporations in order t 
inflate the figure of completions—as 
desired by the Government—wer« 
accepting from contractors houses in 
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condition that they would not have 
dreamed of accepting under the pre- 
vious Government. Mr. Marples 
asserted that there was absolutely no 
alteration in the constructional 
standards required, either in byelaws 
or any other way. (Mar. 16.) 


Pressure on Space 

Mr. Blenkinsop said in a question 
that the reduced superficial area of 
three-bedroom local authority houses 
was bringing in an increasing number 
of complaints from tenants that the 
pace available in the _ so-called 
“people’s house” was not adequate. 
Mr. Marples replied that local authori- 
ties could build what type of house they 
liked, subject to the proviso that the 
rooms must conform to the size laid 
down by the Dudley Committee, and 
they were doing that. In some cases 
they had reduced the circulation space 
because they wanted to bring the rent 
down, but no local authority was com- 
pelled to build a house of which it did 
not approve. Mr. Blenkinsop stated 
that great pressure was brought upon 
local authorities to build to the 
“people’s house” specification. Mr. 
Marples Absolutely no _ pressure 
whatever is put on the local authori- 
ties Mar. 16 


New A.R.S.A. 


Mr J A. Coia, F.R.I.B.A., 
4.M.T.P.I., has been elected Associate 
of the Royal Scottish Academy. Mr. 
Coia is a partner in the firm of 
Gillespie, Kidd and Coia, of Glasgow. 


APPOINTMENTS 


Mr. Kenneth G. Sparrow, M.A. 
Cantab.), A.R.I.B.A., of Reading, has 
been appointed Deputy County Archi- 
tect to Huntingdon County Council. 
Mr. Sparrow was, previous to taking 
up this appointment, Assistant County 
Architect under Mr. J. T. Castle, 
County Architect, Berkshire. 

Mr. J. W. Boddy, AR.LB.A., 
A.M.T.P.1, has been appointed 
principal architect (housing) in the 
City Architect’s Department, Birming- 
ham. Mr. Boddy is at present chief 
architect in the Housing Director’s 
Department, Manchester. The salary 
for this post 1s £1,250-£1,450. 


R.1.B.A. Travelling Exhibition 


“Home & Surroundings” will be 
shown at the following centres: March 
15-27: The Public Library, High 
Wycombe. April 3-15: The Public 
Library, William Street, Slough. April 
5-24: Leicester Museum and Art 
Gallery, Leicester. April 23-May 8: 
The Royal West of England Academy, 
Bristol 


COMING EVENT 


Town Planning Institute 
April 1 at 6 
i 


“The Planners 
The Family,” by 


p.m 
Planned 


M ae] Young, B.Sc., at The Living- 


ill, Broadway, Westminster, 
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CORRESPONDENCE 


Urban Traffic Congestion 
To the Editor of A. & B.N. 


Sir,—Mr. Rowland Pierce’s article 
on “ Planning for Existing Conditions ” 
is Most interesting and topical just now, 
owing to the present state of our hope- 
lessly out-of-date and congested 
thoroughfares. May I make a few brief 
observations, on his excellent sugges- 
tions illustrated so well by plans of 
arcaded modern streets? 

(1) The single storey shopping 
arcades illustrated might often be 
found to be too low (for the shops) and 
also unimposing architecturally in a 
main street. 

(2) The “pedestrian crossings” 
might be scrapped and pedestrians 
made to cross only on the traffic light 
signals, via the central refuge islands 
only, but anywhere (and not near road 
junctions only). 

(3) The bus “pull-ins” would, I 
think, tend to retard the even flow of 
traffic, and are rather dangerous due to 
pulling “in” and “out” again in 
moving traffic. 

(4) The under-pass approach stair- 
way might be planned perhaps from 
the “arcade-pavement” “down” at 
any rate to the landing level, but not 
outside the arcade, as illustrated on the 
small stretch of pavement, and thereby 
widening the street, just where it 
should be widest, at a road junction. 

This new-ish architectural approach 
to street planning is so important now 
(and more so in the future, perhaps), 
than the present “argy-bargy” over 
elevational style only, of the new build- 
ings, ranging from “magazine cover 
designs” for the amazing future 
(H. G. Wells’s era!) to the more solid 
styles of building as of yore, to be 
seen and admired, although not “ buns 
of to-day’s baking ”’! 

I am, etc., 
A. NEVILLE HOLrt. 
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‘Glass in this Cold Climate’ 
To the Editor of A. & B.N. 


Sir,—I have just seen the letter from 
“Maintenance Surveyor” in_ the 
Architect and Building News of 
February 18, 1954. 

I have been living in a house with a 
considerable amount of “glass wall” 
for the past four years. For the first 
time in my life I have known absolute 
comfort. The big windows, of course, 
face due south. During the cold spell, 
when the sun shone, heating was un- 
necessary. Otherwise normal heating 
kept the house perfectly warm. Nor is 
there double glazing, as the house was 
built under strict licence. 

In summer I am able to keep it com- 
fortably cool by well-planned ventila- 
tion and curtains. I now find all other 
houses cold, dark, and depressing, and 
refuse to go away at all in winter 
unless absolutely necessary. 

I am, etc., 
Joan Hoaa. 
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Malvern 


Lodge 


EIGHT FLATS FOR THE 
FRIERN BARNET U.D.C. 
ARCHITECTS: 


BRADDOCK & MARTIN-SMITH, 
A/F.R.1.B.A. 


QUANTITY SURVEYOR 
H. M. MILLAR, F.R.I.C.S. 


“ Malvern Lodge ”’ is situated in a 
high-class residential area, and is 


designed to retain a maximum of 


domestic character. 

External finish is of Tonbridge 
Wealdon Stocks with pantile roof. 
Windows of wood provide a mini- 
mum external maintenance. 

Each flat is entered directly from a 
single staircase and is individually 
heated by a Chevin convector fire in 
the Living Room with back boiler : 
the hot-water cylinder being placed 
immediately over, and the whole 
fully accessible. Convected air is 
released into other rooms. 

No. and size of Flats :— 1 1-bed- 
room flat. 6 2-bedroom flats. 1 3- 
bedroom flat. 

General Contractors: Dickinson 
and Clarke Ltd. 
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Viewpoint 2 


Whitney-Fairchild Ltd. Compostion Flooring 
Electrical Installation : G. W 
D. Tompkin 
Co., Ltd 


Ltd. Cement Glaze 
Ltd. Door Gliksten Doors Lid 


und Surrounds ; Bratt Colbran Lid. Gardening Worl | 
Peerless Built-In Furniture 


1 and Moser Ltd. Kitchen Fitment 
ral Light Castings Ltd. Windo Clissold Joinery Ltd 
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H. E. B. CAVANAGH, Regional Architect, Civil Engineers’ Dept 


NEW 


HIS new station, the first to be erected in the 

Western Region since the war, took seven months to 

build and replaces the old one which has been absorbed 
into the site of the new Portishead Power Station. 


Station Buildings 


The structure, which is built on sixteen 30ft x 10in sq. 
prestressed concrete piles with R.C. ground beams span- 
ning between pile caps, consists of a rigid R.C. frame 
with a cantilever canopy over the entrance. 

The unbroken wall surfaces are of local limestone 
masonry in diminishing courses and block bonded to brick- 
work. The panels containing door and window openings 
are of 9in brickwork faced with “ Tyrolean ” rendering. 
This finish has been used because of its particular resist- 
ance to surface defacement. 

Considerable difficulty was encountered in obtaining 
masons to work the rubble, which was only obtainable 


STATION. 


PORTISHE 


Wester 


in an undressed state. Finall\ 
to train a bricklayer, and by th 
eight hitherto untrained men had 
masons. 

The R.C. concrete 
foam slag top screed in order to obviat 
the unplastered internal soffit ' 


roof slab | 


Platform Canopy 


Concrete rather than steel wa 
satisfactory material for the following 
The shortage of steel during desi 
concrete compared it 
reduce maintenanc 

of a flat unbroken soffit to faciltia 

canopy lighting and the simplification 

there are no protuberances to hold 
Since the platforms are straight 


favourably 


costs to ti 
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Railway 
Station 


Portishead 


These views show the platform 
canopy and building which 
follows its sectional profile 
The interior view shows the 
staggered arrangement of 
seats in the waiting room 
looking out on both sides of 


the platform 
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These were precast off the site and post tensioned by the wings. The latte: 
“ Freyssinet”’ system, using four cables each of 12 free over the wing 
wires per beam. Hoisting to position took about 7 days which would be en 
at the rate of 4 beams, cach weighing 3.3 tons, per day. lightweight screed reint 
The edge beams which were also precast R.C., slotted over both these deck: 
into lugs provided on the stressing blocks of the main layers of bitumino It were 
beams where they were held by m s locating boits. Compared with the mor 
A proprietary brand of prestressed concrete decking structure, the total weigh 
was used for roofing, 6in trough units for the centre approximately 650ft long 
section spanning 23{t longitudinally, and 2}in units  all-steel construction wouk 
spanning 12ft from foot to tip of the cantilevers on the The actual cost of tl 
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tyrolean finish 


3 courses engineering bricks 
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TION THROUGH STATION BUILDINGS 


General Contractors: 
Charles Brand & Son Ltd 


Subcontractors 
Acoustic Tiles Horace W. Cullam 
& Co., Ltd Aluminium Rainwater 


Goods W iggins-Sankey Ltd 

Aluminium Roof Decking Wm 
Briggs & Sons, Ltd. Aluminium Slid 
ing Sash Windows The Crittall 
Manufacturing Co Lid Asphalt 
Tiles The Marley Tile Co, Lid 
Bicycle Racks Constructors, Lad 
Bricks Dunbrik, Ltd. (Concrete 

Richard Parton, Ltd. (Clay Con 
crete Paint Cementone Products 
Copper Beech Tree: John Jeffreys & 
Sons. Door Furniture: J. D. Beard 
more & Co., Ltd Drainage Goods 

Burn Bros., Ltd. Emulsion Pant & 
Oil; Docker Bros. Fencing: Bayliss 
Jones & Bayliss, Ltd Lettering 

Nash & Hull, Ltd. Limestone Wall 
ing & Aggregates: Hobbs (Quarries 

Lid Moulded Ply Seats: Adams & 
Co Post Tensioned Main Beams 

Charles Brand & Son, Ltd Paint 

Walpamur Company Lid Precast 
Prestressed Ceiling Units Milbank 
Floors, Lid Rod Reinforcement 

Rom River Company, Ltd Sanitary 
Goods ;: Adamsez, Ltd. Seat brackets 
in Waiting Room Henry Hope & 
Sons, I id, Signal Box Windows 

Henry Hope & Sons, Ltd. Signal Box 
Heating: Norris Warming Co., Lid 
Signs Mead McLean & Co Lid 
Steel Shutter Gate Sostwick Gate & 
Shutter Co., Ltd Stoves ; Courtier 
& Co Allied Ironfounders, Lid 
Structural Steelwork for Signal Box 
Roof I ( Jones & Co., Lid 
Terrazzo Flooring, Walling and Lava 
tory Partitions Marriou & Price 

Lad Varnish—-Syntheti Pheno 
glaze Lid Windou to Station 

John Williams & Sons (Cardiff), Lid 





cluding foundations but inclusive of watery fing, glazing brackets and are designed for maximum comfort con- 
and rainwater goods was £77 pe: lal sistent with rough usage usually encountered on the 
Platform Building railways. 


plattiorm building follows tly the sectional Signe! Box 


of the canopy and derives its light from con- The design generally is an attempt to combine the 

clerestory windows which, being vertical, are less suggestions of the late Railway Executive with Western 

to be broken or obscured by soot than the more Region’s Signal Engineers’ special requirements and 
conventional flat pitch patent glazings with local conditions. 

[he seats in the waiting rooms are of resin-bonded The structure is built on an R.C. raft due to the 

moulded plywood, mounted on p1 | metal cantilever very low bearing capacity of the soil which is about 
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Railway 


Station 


Portishead 


This interesting signal 
box combines the 
suggestions of the late 
Railway Executive with 
Western Region’s signa! 
engineers’ special re- 
quirements for local 
conditions. 








nv 


{ ton per ft super. From this raft upstanding concrete The window 
beams project to form a base for the locking frame and horizontally and ar« 
leading-off beds. reflection. Ther 
The operating room floor covering is of timber to which can be rapid 
allow for any modification required by possible future from inside the | 
extension. The lighting 
The operating cabin has been carefully considered mounted on the 
and particular regard has been given to the following shelf. The wall 
points : Vision, reduction of internal and external reflec- green to absorb refi 
tions from the windows, subdued overall artificial lighting instruments and 
with selective highlighting of important points, maximum The central heatit 
free circulating space, satisfactory heating with a high fired by an automat 
degree of insulatioa, and sound absorption. minimum in spit 
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station and older buildings adjacent to the site 

The shunter’s cabin, weighbridge office, working 
foreman’s and sheet and rope store were each built on a 
raft and were designed for economy and to harmonize 
with the main buildings. The same type and mixture 
of facing bricks were used as in the signal box, com 
bined with panels of “ Tyrolean” rendering as in the 
station and platform buildings. 

The inner skin of load-bearing cavity walls, all panel 
walls and the roof screed are of foam slag concrete to 
give a high degree of thermal insulation which will 
offset the heat through the abnormall; 
window areas required 


losses large 
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THE 


HE Minister of Housing and Local 

Government was asked by Mr. 
A. J. Irvine, M.P., in the House of 
Commons recently how many planning 
appeals there had been in 1953. The 
Minister said the number was 4,456 
{Hansard, Jan. 19, 1954, col. 8197]. 
This shows, as the Minister agreed, 
that the number of these appeals is 
rising. There were 2,451 appeals in 
1947 and 3,979 in 1950. Whatever be 
the reason for this increase the very 
fact that the number is growing makes 
it important that the Minister should 
reconsider some aspects of administra- 
tion. It is evident that he is concerned 
about this increase from the wording 
of a circular (No. 61) which he issued 
recently and to which reference will be 
made later. 

This increase in the number of 
appeals makes all the more significant 
the recent appearance of signs that the 
public are by no means happy about 
the way in which these appeals are 
handled. Last October, for example, 
The Times drew attention to the very 
large numbers of letters that it was 
receiving, which were critical of 
appeals. That cautious journal in a 
leading article even felt able to 
describe such letters as amounting to 
“a veritable spate.” Other daily 
papers such as the Manchester Guar- 
dian and the Daily Telegraph have 
published many critical letters, and 
comments. Periodicals, both technical 
and lay, have added’ their voice to the 
chorus. Significant also has been the 
space given in many journals to reports 
of Lord Justice Denning’s criticisms 
made in a speech to the Town Planning 
Institute on February 4. 

What then can be done to improve 
the present state of affairs? Sugges- 
tions have been made in various quar- 
ters which fail fairly clearly into two 
categories, namely, improvements that 
can be made in arrangements prior to 
the enquiry and those that can be made 
in matters: subsequent to the enquiry. 
The Minister has himself referred in 
recent months to two matters antece- 
dent to enquiries and concerning the 
local planning authorities. When 
speaking at a conference in County 
Hall, London, last November he urged 
upon local authorities the importance 
he attached to their showing “a certain 
restraint from unnecessary interfer- 
ence.” He urged them not to concern 
themselves with unnecessary details. 
It is sincerely to be hoped that his 
advice will be followed, for too many 
appeals arise from unnecessary condi- 
tions or from a refusal on trivial 
grounds. In Circular 61/53 the Min- 
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ister returned to another 
equal, if not greater, importanc« In 
this recent circular he stressed, onc: 
again, the need for the planning 
authorities to make clear to those con 
cerned the reasons for their decision 

in intelligible language. It is-fair to 
say “once again” in this connection 
because this advice has been 
several times before. It is startling to 
discover that it should now be nece 

sary to repeat such advice in this official! 
form yet once more. The importanc: 
of clarity was enunciated in Circular 3 

in 1947 and in Circular 69, issued in 
1949, the latter Circular for 
said : 

“General phrases such as the pro 
posal is ‘contrary to sound planning 
principles’ convey little meaning and 
make it difficult for the applicant to 
answer any objections which may sub- 
sequently be raised by the 
at the enquiry.” In_ the 
report, produced in 1951, stricture 
were made on another stock phrase 
“injurious to the interests of amenity.” 
The report went on to say: 

“People have a right to know as pre- 
cisely as possible what the local plan- 
ning authority consider to be unpleas- 
ant or inconvenient in any particular 
proposal. Will it be ugly or dirty or 
noisy? Whom will it disturb? What 
will it disfigure or affect? ” 

It was there stressed that a cleat 
statement of reasons might often avoid 
an appeal. Evidently it is still neces 
sary to urge local planning authoritie 
to adopt this course. Circular 61 put 
it in this way “Where permission i 
refused, or conditions imposed, the 
reasons should be clearly explained to 
the applicant; these should be stated in 
language anyone can_ understand.” 
There are many who are familiar with 
planning enquiries who will be found 
to agree heartily that this advice still 
needs to be observed by 
authorities. 

One of the advantages of the present 
system of appeal which is 
advanced in its defence is the 
mality, ease and cheapness of the 
enquiry. This boast is of course an 
empty one unless the man in the street 
who is affected by a decision feels abk 
to come and state his objection himself 
As far as the Inspectors are concerned 
every effort is made to make laymen 
feel at their ease and to encourage them 
to put their views before the enquiry 
The Inspectors could not be asked to 
do more. What keeps many peopk 
away is ignorance of how the enquiry 
is conducted, and lack of information 
as to how and at what point during the 
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unfairly exposed to public doubts about 
their efficiency and fairness. In view of 
this point it was particularly interesting 
to see in The Times on November 
2 last year a letter from the 
Secretary of the Institution of Profes- 
sional Civil Servants. This is the 
Union to which many Inspectors be- 
long. The Secretary said in his letter 
that Inspectors of the Ministry of 
Housing and Local Government would, 
for themselves, wish to see their re- 
ports made available to the parties. As 
was to be expected, a few days later 
another letter appeared from three In- 
spectors denying that this was so. 
The denial was so unconvincing that it 
is fair to suppose that it was more for- 
mal than real. Indeed, it gave the im- 
pression of being written to order. It 
can hardly be thought that the original 
information was invented. It may fairly 
be asked if the Secretary concerned did 
not get his information from the In- 
spectors themselves from whom did he 
get it? 

The arguments advanced against 
making the Inspectors’ report available 
are not usually convincing. From an 
administrative point of view it might 
indeed be a nuisance to, be obliged to 
publish it. It would, however, be a 
far simpler matter merely to make it 
available to the parties concerned. 
This is already the practice on other 
occasions with other Ministries, not- 
ably that of Education. It can hardly 
be argued with any conviction that the 
internal management of the Ministry of 
Housing is such that it is not able to 
cope with a procedure which is satis- 
factorily accomplished in other Depart- 
ments of State. It is also sometimes 
argued that reports should not be 
available because the decision is taken 
on “policy” grounds. This seems 
hardly tenable, for whatever the 
grounds of the decision the Inspectors’ 
report is an important element in the 
result. 


Once the Inspectors’ report is in the 
Minister’s hands another procedure 
begins which is the subject of much 
criticism. At this stage other Depart- 
ments advance views and opinions of 
which the Ministry takes note. These 
views are not advanced in public, they 
are not open to challenge by the parties 
whether they be public or private, nor 
is there any means of testing their 
accuracy or validity. Those scant in- 
dications that are forthcoming suggest 
that these opinions given in private to 
the Ministry may well have been cor- 
rectly described by The Times when 
it referred to them as “tendentious 
backstairs arguments.” An instance may 
be quoted of an enquiry in a rural area 
not long ago. On that occasion it be- 
came known that the Ministry of Agri- 
oulture had officially advised that the 
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Above, model, and on facing page drawings, of a proposed flat-roofed house 


designed by Mr. Anthony Jackson, A.R.!.B.A., for a site at Saltdean. 


mn ng 


permission was refused by Brighton Corporation on two grounds; that the 
house was not in character with the surrounding buildings (two of which are 


site in question was of little agricultural 
value. It was shown at the enquiry that 
the Ministry had in fact not sent any 
representative to inspect or survey the 
site, at least within the last five years, 
nor was any data forthcoming on which 
that opinion could have properly been 
founded. If, then, this is the kind of 
opinion given in public, what of the 
opinions given in private ? 

Official spokesmen may say they are 
satisfied by this procedure whereby 
other departments and public bodies 
give advice behind closed doors, but 
it certainly does not commend itself to 
the general public, nor does it create 
any sense that the parties have had a 
fair hearing. Everyone would agree 
that the Minister has to make and apply 
Government policy and accordingly 
must consult other Government De- 
partments. On occasions these con- 
sultations may be highly confidential 
This is particularly true of planning 

where the Ministry’s statutory duty is 


to formulate policy and 
account of all the 
Government 


to take prope! 
activities oF the 
But when all this is said 
that 
impression, 


it must be recognized there is a 


widespread among bot! 
technical and lay opinion alike, that the 
backstairs method of 
employed on far too many occasion 
Most of the given by 
Departments and nationalized concern 
is Of a kind which could without diffi 
culty or embarrassment and with great 


consultation 


evidence other 


advantage be given at the enquiry 
There the parties could learn its nature 
and test its accuracy 
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shown in the top photo) and that the house was too long and would block views 


and sunlight from adjoining owners. 


On appeal, the Minister said that having 


regard to the varied character of development on the Estate, the siting and design 
of Mr. Jackson’s house would not justify him in refusing planning permission. 


what is the reason for refusing the 
request for planning permission. 

It should be said at once that these 
decision letters are sometimes models 
of clarity and precision, intelligible t 
all. Often they are reasonably clear 
All too many, however, are difficult to 
comprehend, and the reasons for 
refusal are not in the Minister’s words 
“stated in language anyone can under 
stand.” Quite the most outstanding 
examples of decision letters which run 
counter to the Ministry’s own advice 
are those concerned with advertise 
ments. It was mentioned above that 
the Ministry have pointed out, very 
properly, that the stock phrase “in 
jurious to the interests of 
conveyed little meaning and should not 
be used (Cmd. 8204, page 140 A 
examination of some fifteen 
decision letters on advertisement cas¢ 
showed that the reason in every cas¢ 
was that the proposed development wa 
either “ prejudicial to the interest: 


amenity 


recent 


amenity” or “ prejudicial to amenity.” 
Not long ago, when reading through a 
year’s available decisions on this sub- 
ject, it was difficult to find more than a 
mere handful which were genuinely 
intelligible. If the Minister wishes to 
reduce the number of appeals a clear 
indication of his policy in matters of 
this kind will be a useful step forward. 

This problem is, of course, by no 
means confined to advertisement cases, 
the latter are merely the most glaring 
example of unintelligibility. A few in- 
stances of decision letters issued in 1953 
may serve to illustrate the need for 
more clarity in this field. Thus, in a 
case concerning the erection of a house 
at Redbourne Common, the Minister 
agreed with the local planning authority 
that the proposed house “ would be out 
of keeping with the general character 
of existing development there.” There 
is, however, no indication of why it 
would be out of keeping. This cer- 
tainly is not the kind of answer which 








the Progress Report enjoined on local 
authorities for it does not answer the 
question “What will it disfigure or 
affect?” To take an opposite example 
when allowing an appeal at Cheam the 
Minister stated that “ he sees no reason 
to think that the proposed house and 
garage will be injurious to the amenities 
of the road.” On another occasion an 
extension to an hotel was refused 
because it “would be detrimental to 
the amenity of the neighbourhood and 
not in the interest of good planning.” 
In a Scottish decision the provision of 
a flat for a laundry worker over part of 
the laundry’s garage was refused 
because it was not “in the interests of 
amenity, and good planning.” The 
latter phrase appears frequently in 
identical form in Scottish decisions. 
Instances could be multiplied greatly 
but these few cases may serve to show 
that if clear reasons for decisions be 
desired the Ministry may usefully make 
themselves a model to local planning 
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authorities before more Circulars on 
the subject are issued. 


Clear and intelligible decision letters 
would contribute to a wider under- 
standing of Méinisterial policy and, 
therefore, perhaps fewer hard feelings 
and certainly fewer appeals. These 
same objects could also be pursued 
were more effective use made of the 
Bulletin of Selected Appeal Decisions 
which are avowedly intended to serve 
this purpose. The course is partly pre- 
vented by some inherent defects in 
these Bulletins which could be rectified. 
In the first place there is a patent lack 
of any proper index. An occasional 
index is provided which is singularly 
uninformative. It appears only about 
once every fourth and is not 
cumulative though it seems that it ts 
intended to be. Even those who are 
fairly familiar with these Bulletins find 
this a real handicap. Secondly, the 
process by which these decisions are 
selected is not clear since there is no 
uniform coverage of the general field of 
decisions, nor are those that are pub- 
lished always very clear in their mean- 
ing. Last, but by no means least, there 
are far too few of these Bulletins. 


issue, 


To conclude, two things are desired 
by all. First a reduction in the number 
of appeals would be welcome. A con- 
tribution could be made by the Ministry 
if it would ensure that the Decision 
letters it issues conform to its own good 
advice, so often given and so rarely 
followed. In the Ministry’s own words, 
with every decision “the reasons 
should be clearly explained to the 
applicant; these should be stated in 
language anyone can understand.” 
This, of course, applies as much to an 
appeal which is allowed as one which 
is dismissed since the local authority 
wants to understand the Minister’s view 
as much as the appellant. Also the 
Ministry could make much more effec- 
tive use of its Bulletin of Appeal Deci- 
sions. These could be issued more fre- 
quently, their contents made more 
representative and be provided with a 
workmanlike index. Apart altogether 
from the desire for a reduction in the 
number of appeals there is a serious 
need to increase public confidence in 
the handling of these appeals. The 
very fact that they are in practice 
generally very well handled makes this 
course more desirable and not less so. 
Serious consideration should be given 
to the possibility of making the Inspec- 
tors’ Reports available to the parties. 
Finally the Minister might well note 
the widespread public distaste for the 
excessive use of unnecessary backstairs 
consultations. The public will respect 
the need for his power to take this 
course if its use is restricted to those 
occasions where it is essential in the 
public interest. Everyone will sympa- 
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thize with the Minister in regard to the 
constitutional difficulties raised when it 
is suggested that other Departments 
and public bodies should give their 
evidence at the enquiry. Some solution 
of this problem should nevertheless not 
be beyond his grasp and would give 
very general satisfaction. The success 
of land planning, which is by no means 
yet assured, depends upon public con- 
fidence and support and this in turn 
will depend to a great extent upon the 
solution of these problems. 


FP. H. B. LAYFPIELD 


A.B.T. Statement on the Town 
and Country Planning Bill, 
1954 

HE Association of Building Tech 

nicians recently issued a report of 
their study group on the Government’s 
White Paper, concerning the financial 
provisions of the Town and Country 
Planning Acts. The new Town and 
Country Planning Bill has now been 
published and we wish to make the 
following observations upon it: 

We are deeply disappointed that not 
any of the Association’s suggestions set 
out in their previous report have been 
adopted by the Minister. We still feel 
that the present proposals are unrealis 
tic and unworkable, and we particularly 
regret that no mention is made of 

(a) The use of sterile land, and 
(b) Rating of site values. 

We view with great concern the 
clauses dealing with compensation on 
refusal to grant planning permission 
and feel that there is little equity in the 
Gevernment’s case. 

Part I of the new Bill deals with the 
basis of all compensation payable unde 
its provisions, and in this connection 
we are pleased to note that established 
claims now run with the land and are 
not transferable as personal assets. 

Part 2 of the Bill deals with the new 
concept of payment of compensation 
on a refusal to grant planning permis- 
sion, and in this connection we must 
state that we still believe (and this was 
also the view of the Expert Committee 
on Compensation and _ Betterment, 
which was set up under the chairman- 
ship of Lord Uthwatt) that such pay 
ments are wrong in principle. It may be 
remembered that previously we ob- 
jected to the term “ good neighbourli- 
ness” which was mentioned in the 
White Paper, and said that “It would 
be difficult to lay down and even harder 
to construe.” 

The Minister has, in practice, had to 
abandon this term, but instead of 
adopting the Association’s suggestion 
and using the existing definition of 
compensation only where land is in- 
capable of beneficial use, has attempted, 
quite unsuccessfully, in our opinion, to 
say that compensation should be pay- 
able, except in certain cases. Even in 
the short time so far at our disposal we 
can think of three cases which would 
find loop holes in these provisions, and 
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tend to sterilize a far 
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In short, we conside1 
Bill 1S 
not a solution of ou 
lems. We recommend, therefore, that 
the Minister consider the 
of withdrawing the Bill, [ 
a Royal Commission to consider, not 
only the findings of the Uthwatt Con 
mittee, but the practical working of th 
Town and Country Planning Act, 1947 
This Association would be 
give expert evidence before any 
Royal Commission 
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Codes of Practice 


WAS very pleased to hear the new 
that B.S.I. is to set up a Codes of 
Practice Council, under its General 
Council, to take responsibility for all 
work in the sphere of codes of pra 
tice. I gather that it will take over 
the existing M.O.W. Council for Code 
of Practice for Building and variou 
code-preparing activities of 

Some months ago I advocated 


other 
bodies 
on this page that, to assist co-ordina 
tion, it was desirable to bring together 
the preparation of standards and codes 
under B.S.I. 

I feel that the fusion of standards 
and codes should assist in obtaining 
the same wide acceptance of the build 
ing codes as is given to the B.S 
dards and those existing B.S. codes 
prepared in spheres other than build 
ing. I gather also that from the date 
of the merger of the M.O.W. Code 
Council with B.S.1., which is to be 
April 1, the professional institution 
are also putting their own code 
preparation activities under this new 
Code Council. The new B.S.I. Code 
Council will thus not deal only with 
Codes of Practice for buildings and 
their equipment but all codes that are 
needed regardless of the subject to be 
covered 

It seems, from the brief details so 
far available, that the general guidance 
for this entire code-preparing project 
is to be in the hands of the Code of 
Practice Council which is to rank with 
the existing four B.S.I. Divisional 
Councils and, like them, will nominate 
representatives to serve on the B.S.I 
General Council which in its turn con 
trols the general policy of B.S.I. ‘The 
membership of the Code of Practic 
Council is apparently to be essentially 
drawn from the professional institu 
tions, but it is understood that at the 
level of the code-drafting committe« 
the committees will be representativ: 
interests concerned in the norma 
manner. This strikes me a 

very considerable departur 
from the procedure adopted by th« 
M.O.W. Code organization which 
broadly speaking, confined the mem 
bership of its drafting committees to 
members of the professions, aided by 
the Building Research Station, wit! 
the result that at the comment stage 
most of the draft codes seem to have 
had to be considerably rewritten, pre 
sumably because the drafting commit 
tees did not have available among their 
membership the full knowledge nece 
sary to prepare the codes, 

in part with the manufacturers and 
branches of the industry 
no doubt that in at least s« 
of building the detailed kn 
processes is almost 
fessional member 
very close conta 
nufacturing and 
innot form part 
ts or engineers; 


impossible t 


Stan 


of all 
B.S.I 


being 


since tnl 


provid 


representation of the producing 

tries on the Code Council as they 

too numerous; sO one assumes it 

largely on account of this difficulty 

the manufacturing, distributing 

ontracting representation is to be 

kept at lower levels, especially that 

drafting committees, thus leaving 

professional interests to provide 

yverall guidance at the top level. 

his seems to me to be a good com- 

promise but it may be that my pro- 

fessional background leads me that 

Way 

I can foresee, on occasions, some 

lifficulties in deciding whether a sub- 

t should be treated as a code or as 

tandard’s project because, in the 

past, many of the so-called codes 

ied by the M.O.W. Code organiza- 

tion, and even some of those issued by 

B.S.I. itself, have in fact been much 

loser to the establishment of a stan- 

than a code. For example, a test 

de is seldom a code in the sense of 

yw to do work, but it is a definition 

of the standard to be attained by an 

tallation or piece of equipment. I 

believe the right procedure might be 

avoid the phrase “code of practice ” 

entirely, and replace it with “B.S. 

Recommendation for ” when the 

publication concerns how to do some- 

thing without giving precise standard 

quirements. For example, the steel, 

timber and concrete codes are, in fact, 

irgely the setting down of standard 

design requirements, such as stressing 

ind its basis for calculation; B.S.499 

tandard to which work is ordered 

he existing codes for timber and 

te structural design should be 

rly treated. Many of the B.S. 

des, such as the code for boilers, are 

the setting down of stan- 

of doing something or the 

indard basis for design of goods to 

ipplied. There are, however, 

subjects where recommendations 

10ow to do something are needed 
than a standard. 

scope of the new Council in 

ion to building is obviously the 

tter of most concern to us. At 

ent the announcement so far made 

no indication whether or not 

re will be changes in the scope or 

general procedure for building codes 

it merely that the work undertaken 

in the past by the M.0O.W. Code Coun- 

will be transferred. It is to be 

yped that the opportunity of what 

to a new start will be taken 

ine the codes so far issued; not 

1 number of the issued codes 

vision but there are many gaps 

be filled in the originally pub- 

programme. The work done 

n fact, some very strange gaps 

», why are there codes for 

of roofing but other equally 

materials, such as zinc and 

not covered, nor is there a 

iluminium roofing which is 

ng widely used. There are a 


‘ 
dard 


if 


1 
entuially 


lard ways 


number of other codes, which may not 
have been in the original programme 
I would like to see issued, as guidance 
is badly needed; for example, the set- 
ting of wall tiling, the installation of 
solid fuel-burning appliances and a 
code for windows. 

This new start should also give an 
opportunity to consider whether 
building codes are prepared at the 
most useful level of quality. Per- 
sonally, as I have said before, I do not 
think they are at the correct level as 
they aim to set down a level which 
has been defined as that of “good 
practice,” which is a level, incidentally, 
that is hard to define. I believe the 
codes would be so much better if the 
level could always be that of the mini- 
mum generally considered desirable in 
the national interest, bearing in mind 
always the need to provide against 
undue maintenance. Some of the codes 
seem to be at this minimum level, but 
others certainly are not. If the codes 
were to be at the minimum level of 
quality they would be far more suit- 
able for use as guidance as to the 
quality level needed for reference ‘in 
documents such as the Building Bye- 
laws. 

I hope the new set-up will not suffer 
from an excess of professionalism due 
to the Council being drawn from that 
source but that it will merely take 
further the idea of increased co-opera- 
tion between the professions and in- 
dustry which, at least in some spheres, 
is guided, if not run, by members of 
the professional institutions. Industry 
is the life blood of the nation from 
which most of the practical develop- 
ments and the putting of research into 
practice emanates, so that it must not 
be curbed by any desire on the part 
of the professional consultants to 
“play safe.” It may not, however, 
always be appreciated how large are 
the percentages of members of the pro- 
fessional institutions, other than the 
R.I.B.A. and Municipal Engineers, 
who are engaged in industry and can 
therefore contribute industrial know- 
ledge through their institutions so long 
as this type of member is not excluded 
from representing the professional 
institutions in matters such as these 
I hope also full use will be made of 
staff architects to industrial concerns 
and those who serve local authorities, 
particularly those who have charge of 
direct-labour departments which must, 
of necessity, bring them even closer 
to actual building operations than the 
normal practising architects. 

The drafting committees must use 
the available knowledge wherever it 
lies, be it with consultants, contractors, 
manufacturers or research laboratories, 
as has been B.S.I.’s normal procedure, 
since this mixed assembly evaluates 
efficiently the differences of opinion 
and sets levels which are not only de 
sirable, achievable in practice, but 
widely acceptable to all interests 





Nor must code-drafting committees 
overlook what is happening in other 
countries, especially those to whom our 
manufacturers have to export so that 
we may live by their exports. Many 
countries abroad take more kindly to 
change and development than we do 
and the goods which both they and 
we need often have to come out of 
the same ‘workshop, so that there is 
production economy if we can temper 
our demands to accommodate those of 
others. 

Research must always take a very 
important part in the preparation of 
sound codes, as has been demonstrated 
in the M.O.W. Code Council’s pub- 
lications. It is to be hoped that this 
change of home for the preparation 
of codes will not affect the flow of 
desirable information to the drafting 
committees which needs to be married 
with the results of practical experience 
and manufacturing possibilities. It 
may be that by bringing industry closer 
to the work of preparation of codes 
industrial research work will be more 
generally available in support of that 
of the official laboratories. 

I wish these new arrangements well 
as I am sure they could be the means 
of providing an even better oppor- 
tunity to achieve better codes and 
better standards now they are to be 
prepared under the one _ national 
organization. Incidentally, the merger 
will achieve what has been the 
common practice of most other 
countries, especially those the 
Commonwealth, 

As a final observation, may I express 
the hope that codes will be drafted in 
a shorter and more tabular form in 
future and that they will omit all un- 
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the commencement, it will be cor 
cerned with Buildings and with 
wide range of interests in Engineering 

The Council will be responsible 
directly to the General Council of th 
British Standards Institution. It wil! 
initially, have four representatives « 
the General Council, and one repre 
sentative on the Executive Committee 
of the British Standards Institution 
The constitution of the new Council 
will be as follows: Chairman: to be 
nominated by the Council, and to be a 
member of one of the founder bodice 
of the Council. (The first Chairman 
will be Mr. Allan S. Quartermaine 
C.B.E., M.C.) 

Members: One member from each 
of the fifteen founder bodies. (See | 
below.) 

The Chairman and two elected mem 
bers from each of four 
Practice Committees. 

One member from each of the seven 
founder bodies of the Council for 
Codes of Practice for Buildings. (See 
below.) 

Two members from each of th: 
Engineering and Building Divisiona 
Councils of the British Standards Insti 
tution. Total: 39. 

Invitations for representation are to 
be extended to the Department of 
Scientific and Industrial Research and 
to such other Government Depart 
ments and interested organizations as 
may be deemed appropriate by th: 
Council from time to time, say 12, 
bringing the total number of the 
Council to 51. 
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1. Institution of Civil Engineers 
Royal Institute of British Architects 
Institution of Mechanical Engineers 
Institution of Electrical Engineers 


ARC! 


breaker 
danger of fire 
wiring—a 
rural aré il 
difficult or 
Current Balanc: 
price 1s fron 


ing 


reduce 
mereiy waste 
dimmed bull 
A new ran 
Irom one t 
played by 
Also on 
Creda Supe! 
1 120 guinea 
different ol 
inform 
the other 
temperature 
he Engli 
howed 
slectric 
variety of 
ton 


the 


individ 


Parkinson 


hand dry 


wel 


i Cast-1ron 


lal 


among 
exhibits 
showing 


necessary words? Most B.S. are diffi- 
cult enough for the ordinary architect 
or builder to follow, but the codes have 
been far more complicated to read and 
digest, and that remark includes the 
super-scientific mumbering system 
which might, with advantage to users, 
be dropped in favour of something 
more simple such as a straight B.S. 
number which is so much easier to 
quote, as is shown by those existing 
codes with three-numeral references 
without decimal points and three more 
numerals. Lastly, please can the prices 
be reduced so that the ordinary archi- 
tects, the small builders and the 
operatives can afford to buy them? 
The high prices have, in my view, 
greatly restricted the circulation of the 


codes. 
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Institution of Municipal Engineers 

Institution of Structural Engineer: 

Incorporated Association of Architect 
and Surveyors. 

Royal Institution 
Surveyors. 

Royal Incorporation of Architects in 
Scotland. 

Institution of Gas Engineers 

Institution of Heating and Ventilatin 
Engineers. 

Illuminating Engineering Society- 

Institute of Welding. 

Institution of Water Engineers 

Institution of Sanitary Engineers 


electric 
sions ol 

An 
alternator wa intr 
Lyon & Co 
would produce 
Powered 
alternator built 
engine crankshaft extension 

British Thomson-Houston 
wide interests, they made th 
ing equipment fo! 
walking dragline belongi 
and Lloyds, from hea 
to fractional horsepo 
trol gear from electroni 
domestic fuse-boxes and, of 
Mazda range of light fitting 
ticular interest on 
iutomatic switch 
i photo electri 

A new lin 
Electrical Manuf turing 
tand was th * Bunnie 
incinerator which costs § 
this stand Yale 
switches 

On 


with B 
entirely new pet 
du d 
Engineer 

18,8) 


Chartered 


of 


hy: \ 
DY i V 1ilier 
1 


directly 


Vy 


. Institution of Civil Engineers. 
wel 


Royal Institute of British Architects 

Institution of Mechanical Engineers 

Institution of Electrical Engineers 

Institution of Municipal Engineers 

Institution of Structural Engineers 

Incorporated Association of Architect 
and Surveyors. 
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Constitution of the B.S.I.’s 


: : j - : Electrical Engineers’ 
Council for Codes of Practice ‘ 8 


Wel 
“ia Tre ; Exhibition 
This Council, with the Committees 


and Panels operating under it, will pro- 
vide the forum for the consideration of 
Codes of Practice, i.c., recommenda- 
tions of good practice drawn up by 
those with professional knowledge and 
experience. Its sphere of activities will 
be defined from time to time, but, at 
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improved enorm« 


The theme of the 1954 Electrical 
Engineers’ Exhibition at Earls Court 
was “Switchgear” and the layout 
was divided by two “avenues,” one 
mainly heavy gear and the other light 

It was apparent from the general 
appearance of the exhibition that the 
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Semtex Vinyl tiles installed 
in the “ Prince Alfred’ 
Maida Vale London 


FOR DECORATIVE FLOORS OF DIGNITY AND DURABILITY 


Phe Semtex Comprehensive Flooring Service also includes 
SEMASTIC DECORATIVE TILES 
DUNLOP RUBBER FLOORING - DESIGNED LINOLEUM 


CORK TILES +» FLEXIMER JOINTLESS FLOORING 


Installs d by 


SEMTEX LID COMPREHENSIVE FLOORING SERVICE 


{ Dunlop Company 


Please address enquiries to SEM TEX HOU SI rH -ROADWAY WELSH HARP LONDON N. -9 +» HENDON 6543 
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CYCLE STANDS BIX 


The Home of the British Cycle 


ABIX Cycle Stands are constructed of steel throughout, stove 
enamelled green. Roof sheeting is normally of galvanised corru- 
gated sheets. If required, sheeting can be supplied in Aluminium Suitable for office or f 

Asbestos, or Robertson Protected Metal. ; 





STEEL PARTITIONS 
ABIX steel partitions are light, strong and 


Dp 
fire resisting 


erected by comparatively 





























The illustration is of our type B stand with I2in. centres, 10ft. long, 
capacity of 20 cycles. This type of stand is popular on account of the 
small amount of ground space covered and the generous roof cover. 
We have 20 types for your selection. Illustrated catalogue on request. Illustrate 


IBIX (METAL INDUSTRIES) LID 


FACTORY EQUIPMENT SPECIALISTS 
Taybridge Works, Taybridge Road, Battersea, $.W.11 Telephone : BATTERSEA 8666/7 











The most adaptable System of Suspended 
Hollow Concrete floor and Roof Construction 


for large and small spans 


Midland Associated Company & Licensees 
| PARKFIELD CONCRETE PRODUCTS CO., LTD., 
St. Peter's Road, 

NETHERTON. ‘Phone :* Dudley 43/5 


SMITH’S FIREPROOF FLOORS LTD. 
IMBER COURT, EAST MOLESEY, SURREY 


Teiephone: EMBerbrook 3300 Telegrams TRIANCO EAST MOLE 
RL LL ST Le eS NM . 


SEY 





EX 3*°xk2 1/2" JAMB 








EX 20/2" X 21/2" FRAME 
1/16" X 1/2" FIXED BEAD 273 


EX 3*XK2" JAMB 








TYROLEAN SPATTERDASH 
ON CEMENT COAT 








EX 4" x3" MULLION 


LAN AT AA 
5/6” PLASTER 


1/2" QUADRANT MOULDING 








EX 21/2" xX | 5/6" FRAME 


Ex 2"xk 3" JAMB 























1/4" RESIN BONDED PLYWOOD ON BACKING 








6'6" X 2'10" XK 2" FLUSH DOOR 





EX 7"X 3” MULLION 


EX 2" x 15/6" FRAME 


CLOAKROOM WINDOWS § SIMILAR 
TO FANLIGHT 
































WATERPROOF MASTIC 





2 /4" x 3/4”DRIP 


Ex 3” kK 3” TRANSOME 


EX 2"x | 5/6" FRAME 


EX 3” xk 21/2" HEAD 


32 OZ. GLAZING 


EX 2 1/2" Xk 2 \/2"FRAM 





STEEL PIVOT 
ELEVATION 
EX41/2"x 2 1/4" 
SILL & DOOR HEAD+ 





2" FLUSH 
FRONT DOOR 





i x ; ~ 32 027. FIXED 


or TRANSLUCENT GLASS 
AT 7O LEVEL 





3/4" Kk 1/16" METAL 
WEATHER BAR 


LEAD FLASHING 


EX 2 1/4" 41/2” SILL 


aus" x OS" Sikh 


41/2" RC. SLAB 
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ENTRANCE, HOUSE IN FITZROY PARK, HIGHGATE 
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DOMESTIC ELECTRIC WATER HEATING 


SELF-CONTAINED 
ELECTRIC WATER HEATERS (2 " ee 
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used in Conjunction with Solid Fuel Systems. 


a solid-fuel appliance is insta | for water heating, 
se of electricity r su el i r alternative use 
ved most succes 
lave been in oj 
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When electricity only is used (s¢ \ he consumption 
irrent is determined b l la { ieated and 
temperature In the cz | tuel his 1s not so 
ere 1s in fact a cons ‘ é ration of heat by 
ut the most efficie 
over variations in 


te this heat 1 naturall a . % . Ne 


: value and the eat Is not recog Fig. | Im conjunction with solid fuel boiler 
ut at other times this h« towel rail and radiator 


the true sense of the w 
\ combined svstem must be pr i igned to operate 
ciently when the electri i | n operation in 


equence the system efficie! be higher than usual 







running on solid fuel, du t iced heat losses 
acteristic of the electri 

ere must be no circulatio1 el ally heated water 
ugh any part of the systen ‘ circulating loops to 
el rails, radiators, et must 1 operate when the 


heater 1s 1n use 
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1 the simplest form of satisfactory combined system, a 
made self-containec re vater heater (see 
is used as the | rage lou » solid-fuel 

r circuit as shown in | I ich the economy of 
pework and _ installatior era is apparent The 
thicient insulation his ri f } rage vess is in 
arked contrast to that « h i lid fuel system in 


ates a good _—_— ooo nr ae ae ae ae eee ieee 


Fig. 2 Im conjunction with solid fuel boiler 


the bare or lightly 31} 
at and so reduces the ri t vater boiling when 


burning fiercely and iter has been drawn 
> time n the cor ! n us Outlet for 


; heat 1s not availab I vel railona 

eparate circuit taken from the fl pe immediately above 
1e boiler may be installed « é eat-leak » big I This ee ee ee ee ee ee Ge ee ee ee ee ee 
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generally essential f I independent as 
distinct from back boiler and lentall pl vides a 


eful additional amenity | n see W.H.4 


The Position of the Hot Storage Vessel 
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essel is impro eda D Ink ¢ proximity a a ae ae ae ee 
ther but when an elect f ined heater 1s to 
of the 
minimum, 
a dozen 
for heat 
back 
* return 
oil as a ee ee ee ee ee ee ee ee ee 
linen 


Fig. 3 incorporated in an existing 
. solid 
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Fig. 4 Cistern type self-contained 
Electric Water Heaters in Flats 


TABLE | HEAT LOSS FROM 
: CIRCULATING PIPING 
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TABLE yd HEAT LOSS FROM 
dt DRAW-OFF PIPES 
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correctly placed conne 
feed, and hot water 

not in operation, 

(see W.H.1). The t 
usefully left on durin 

is likely to be left unatte 

© OF 7 gallons of hot ate 
boiler is running sk 
automatically switched 
water reaches the desired 


Incorporating a Self-Contained Water Heater 
in an Existing Solid Fuel System 


It is .sometimes consider 
performance of an old 
alterations or replacen 

by installing a presst 
existing hot storage 

the hot storaye vessel then 
electric self-contained appl 
heating obtained in practi 
pipework and the efficien 


THE SELF-CONTAINED CISTERN TYPE 
ELECTRIC WATER HEATER 


This type of water heater is fact 


cold feed cistern controlled 
storage vessel from whi 
thus a complete wate 
only needs connection 
overflow and electric ser 

are made for wall fixing 


Cistern Type Water Heaters in 
Both in new multi-storey blocl 
of old houses, the self nta 
heater has many advantage 
chimney breasts, fireplace 

the brickwork and foundat 
more storeys together 

Space, represents a 
Bathroom and kitchen plans 
necessity for keeping them in 
stack as required when h 
boilers or similar solid fuel apy 
to be carried upstairs for 
clinker and ashes carried d 
conversion work — the 
especially where the « 
awkwardly placed for 

in finding adequate sy 
Installation is extremely 

from the usual cold feed ciste 

is all that is required t: 

water tap in each flat. (¢ 
overtlows and electric 

heater on its bracket 
Cistern type heater 

highest draw-off point t 
economically in house 


ermit of such apphance 
VI 


ror further details ap} 
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THE ALLIED 


they functioning 


_— benefit would there b 
in jolning your Society? 

These still be 
OI 4 sent to the 
Allied Society 
that is if he did not ther 
ommit the postcard to th 
basket 

as I can recollect, I had ju 
my Intermediate examination 
of the local Society 
asking if I would become a mem 
It was one of those bare request 


ire 


words may 
I lon 


about 


postcard 
Secretary of an 
20 years ago 
ind then 
wastepaper 
As far 
passed 
and =the 
wrote 


secretary 


ber 
and no reasons were given why I should 
become a member of a Society of whicl 
I virtually knew nothing. Needless 1 
say mo answer was ever received | 
what I then considered a very sensible 
and relevant question. 

I have been a member of two Allied 
Societic for many and have 
Executive Committee 
asked 
the same question I 
had put 20 years ago to the Hon. Secre 
tary, I had great difficulty in giving a 
satisfactory answer so far 
member was concerned 


years 
thei 
when I 
young 


served on 


but was recently by 


architect 


as an ordina! 


For many days after this question 
was put to me I kept asking myself 
whether I was at fault in not being able 
to supply a satisfactory answer, or was 
there something wrong with the 
Societies with which I was connected 


To ar 


consider 


swer this question one has to 
why Allied Societies 
formed, particularly when there is such 
an energetic parent body which 
after the interests of the members o 
the architectural profession so 
ably as at 66, Portland Place 
In addition to the R.I.B.A., there i 
Board of Architectural Education 
and the Architects’ Registration Coun 


wert 
look 


admir 


the 


il. The reasons which prompted archi 
tects, in the provinces particularly, t 
set up societies allied to the parent body 
are not difficult to see. At the R.I.B.A 
building, facilities are provided whicl 
venture to suggest are without dk 
the best in any architectural professi 
The main facilities are the 
finest architectural lending library 
reference the 
opportunity to 
excellent exhibitions and attendanc« 
social functions and lectures 
archite 


use of the 
lil r\ ld 
u0rary in worid, use 


member room, 


on Variou 
ctural and allied subjects 

It will be readily appreciated, how 
ever, that these facilities are of benefit 
mainly to architects, their assistants and 
students in and around the Londo! 
Ihe provincial architect, ex 
for the lending library, has little oppor 
tunity of making use of the faciliti 
which hi: sists In pI 
viding 


area 


subscription as 


SOC fs gaas 


they be? 


as 


might 


rates for the 
sus degrees of membership of the 
R.I.B.A. are the same whether you live 

London or in the provinces, this was 
joubt the reason why the R.I.B.A. 
{ to contribute towards the funds 
in Allied Society in respect of 

R.I.B.A. members and students who 

ilso members of an Allied Society. 

rebate on the members’ annual 

riptions paid to the Institute. The 

unt, I believe, must not exceed one- 

1 of the subscription. This rebate 

assist Allied Societies to provide 

heir members with facilities which 

might have enjoyed if they had 

within a reasonable distance of 66, 
land Place 

his, then, brings me back to the 
tion I asked 20 years ago: “ What 

efit is there in becoming a member 
Allied Society? ” 

question should be easy to 

and the answer should be that 
facilities our London architects 

should be provided (although on 
maller scale) through the Allied 
Societies for provincial members. The 
pertinent question which immediately 
omes to mind is, are they? Some 
ocieties may be able to answer in the 
iffirmative; others, if they were truth- 
might find difficulty in providing 
atisfactory answer. 

I feel I am supported in my doubts 
remark of Leonard Roberts when 
poke on the work of an Allied 

iety to one of the Chapters: “ The 
the R.I.B.A. expects Allied 
ties to spend their rebate in 
their R.I.B.A. members 
ely in their interest. Annual reports 

f the Allied Societies might, with ad- 
make reference to what is 


le subdscripuon 


wel 


incil of 


pect ol 
| I 


intage 


done in this respect, and then a copy 


ie report should be sent to the 
titute for their information. I am 
this would be appreciated and 
to maintain confidence in the 
of Allied Societies to their 
ibility in this respect.” 

y have read more into this 
han is intended and if so I 
ipologies to Mr. Roberts. I 

ke to congratulate him on put- 
point so politely and yet, as 
North: “If the cap fits, wear 


ion to 


tnose 


providing facilities 
provided in London, 
d Societies have an important 
to perform; a function which 
jealously guarded but which 
not appreciated as much as it 
the members. The Allied 

be likened to the arteries 

h local information and 
flows to the heart of the 
in London. How can we 
ommittee in London to 
our difficulties and point of 

e are never put to them; 
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or what is worse still, we don’t bother 
sending our observations when asked 
for them or delay in replying so that 
they eventually arrive too late. 

How often do Allied Societies really 
get down to considering policy which 
would affect the profession as a whole? 
It has been stated on various occasions 
that policy is often framed to assist 
the London architect. Well, one is 
tempted to ask, who is to blame? The 
machinery has been set up for policy 
making in the provinces but has the 
result been a credit to the profession? 

Let me be honest. I have the feeling 
that some societies are practically mori- 
bund. I hope I am mistaken. 

What have the Allied Societies to 
offer the younger architect? If he 
does not become a member of the Exe- 
cutive Committee I would venture to 
say very little. Your Society may be 
different from mine. Let me admit 
that during the winter session lectures, 
etc., are arranged. These are attended in 
the main by students of the local 
School of Architecture and its staff. 
Very few of the older members of the 
Society ever grace these functions with 
their presence. These functions could 
very well be run by the students with- 
out a society. 

When have the younger members an 
opportunity of putting forward their 
points of view for the benefit of the 
profession in general or their local in- 
terest in particular? The answer is, 
at the Annual General Meeting. I can 
well remember two arriving at an 
Annual Meeting. The Chairman 
was so surprised that if H. M. Bateman 
had been present, I am _ certain 
a cartoon on the lines of “ the man who 
missed his shot on the first tee at the 
Royal and Ancient golf course ” would 
have been the result. 

What an opportunity the Allied 
Societies are missing. I often wonder 
if the members of the Executives are 
content to go on in the same old way, 
completing year after year compara- 
tively innocuous session after session 
without, as far as I can see, making 
much attempt to fulfil the ideals for 
which the Societies were inaugurated. 

Those of us who are members 
should ask ourselves if we are playing 
our part in making them the success 
the Allied Societies should and could 
be. We are members of a body with 
great potentialities. The Allied 
Societies have a part to play in the 
moulding of the affairs of the profes- 
sion, but unless they take a greater in- 
terest in the welfare of their members 
they may well find that other archi- 
tectural societies will spring up and 
they will become redundant. 

Architects are well known for their 
unbusinesslike methods. Does one 
wonder when one considers the futility 
of many of the Executive meetings of 
Allied Societies. Let us set our house 
in order. Let us take stock now and 
embark upon a policy on behalf of our 
members and pursue it with resolution, 
enlightenment and vigour. 


M. EE. TAYLOR 
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SERVICES 
LIGHT FITTINGS 
BI/80 


eneeeeeaeaneoeoensgnar 


Mazda “‘ Cupola "’ fittings manufactured by The Britist 
Thomson-Houston Co. Ltd., Crown House Aldwyct 
W.C.2., are now available for use with 75-watt and |50 
watt Reflector Spotlight and Floodlight Lamps. These 
fittings provide an adjustable housing which may be 
mounted on any plane and trained through a cone at ar 
angle of 38 Degrees from centre at right angles to the 
mounting plane. The fitting consists of a spun aluminium 
housing stove enamelled Dove Grey mounted on a fully 
wired swivel brass lampholider The overall lengths 
of the two fittings are approximately 10} and |2 inches 
Cost : for 75-watt lamp, £1 786d. For |50-watt lamp 
£1 10s. The Brass swivel holders can be supplied without 
housings The B.C. Lampholder for a 75-watt lamp 
13s; the E.S. Lampholder for 150-watt lamp, |5s 


Te 





Caneecencncneceoer 


Mee 


PLANT 
WOODWORKING 
MACHINERY 

El/i2 


seneenoennate 


The Versatool, an elec 
trically operated general 
purpose woodworking too 
by Smart & Brown (Machine 
Tools) Ltd., 25 Manchester 
Square, W.|! it is rapidly 
convertiblefrom awood turr 
ing lathe to a disc sander or a 
vertical or horizontal drilling 
machine. Powered by 4 h.¢ 
electric motor, the tool has a 
number of attachments, dis 
saws etc., which ensure its 
complete versatility Cost 
without motor, £50. Fittings 
extra 





FITTINGS 
MISCELLANEOUS 
Cil/4 


Two Combination Stays and Hinges by Wilkes 
Berger Engineering Co. Ltd., Hilicrest Works, 171-177 
Moseley Road, Birmingham 12 Top and Centre 
Model W.B. 444 for bureau flaps of writing desks 
it gives absolute rigidity in both down and up positions 
without any other hinge. At the bottom is model 
W.B. 445 designed for fall-front drawers, it holds the 
vertical part rigidly upright and is released by a simple 


Lanaeaeenaasecatacnace cece 


thumb-catch. For bureaux, writing desks and similar 
flaps a pair of W.B. 444 should be used, one right and 
one left hand. For fall-front drawers one W.B. 444 
should be used with one W.B. 445. Finishes available 
are Florentine Bronzed or Eiectro-Brassed heavy gauge 
steel, other finishes supplied to order. 
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ces 


PLANT 
WELDING 
EQUIPMENT 
E4/5 


The illustration shows a sectional view of the Mascol insulated electrode holder supplied by the Quasi-Ar 
Co. Led., Bilston, Staffordshire. 


The Mascol holder has an insulated nose protected by a polished aluminium cap, which permits its use 
confined spaces without fear of accidental short circuits. The Hexagonal body of the holder is made of high 
strength, high conductivity copper alloy, and a special feature of the holder isa plunger moved by right- and 
lefe- hand threads, which grips the electrode firmly and swiftly. The tubular handle is a push fic, and ample air 
space ensures adequate cooling. 


Three types of the Mascol fully insulated holder are supplied : The EHM/400 for use with electrodes ut 
5/lé6in. dia. ; The EHM/400P with an additional hole in the nose for positional welding with electrodes up 
6 swg ; The EHM/600 for heavy duty welding with electrodes up so 3/Bin. dia. 
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HOPE'S 


STANDARD WINDOWS 


ARE NOW SUPPLIED WITH BRONZE FITTINGS 





SOLID BRONZE HANDLE 


fitted to all side hung casements. Well made and 


well designed, with patent friction mounting which 
always works smoothly yet never allows the handle 
to work loose or drop when in the open position. 
Top hung casements are fitted with a bronze peg stay. 


ATALOGUE NO. 284 


HENRY HOPE & SONS LTD., BIRMINGHAM & LONDON 
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'THE PHOENIX TIMBER CO.LTD. 


FROG ISLAND: NEW ROAD: RAINHAM.: ESSEX ~ Telephone: RAINHAM © Essex 3311. 
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CURRENT MARKET PRICES (LONDON) 


(These prices apply to material purchased in the quantities named or otherwise as might be expected 


for a new building of moderate size.) March 1954 


AGGREGATES AND SAND BRICKLAYERS’ SUNDRIES— 
14 inch—all in—ballast Yard cube AIR BRICKS 9x3in 9 < 6in 9x9in 12x 9in 
tinch do do ; iclivered Iron .. each l 4 hy 5/11 
# inch screened shingle in five yard Galvanized ‘do. . do. 3/2 y 7/10 10 ; 
J -y pots, err: 4 
oe Shed = LON Cotta (11 to 25) do. 6/8 / 26/6 45/8 
Pit sand omnaiene ~- 
Building sand PARTITIONS— 
Broken brick 18in x 9in Blocks keyed for plastering. 
14 inch shingle Per yard super in 6 ton lots 2in 
Cartage of muck In solid clinker including any half blocks 3/6 
In cellular clinker blocks . ; . 4/- 
In hollow clay blocks , . 
BUILDING MATERIALS AS DESCRIBED, CENTRAL 
LONDON Clinker blocks in small quantity 5/1 
CEMENTS packed in paper bags — Intermediate quantities in all types may be had at intermediate 
“Reet apt “ , : -  Onia prices. 
E — a a. sen 30 cue die 108 ; Smooth in lieu of keyed faces extra cost per side 3d. per yd. super. 
, Rapid hardening (6 ton lots 104/6 ae 
Do oer 1 ton to 5 ton 19 cwts 113/6 SINKS 
Cement ‘‘ Aquacrete ” (do.) 138 Fireclay white glazed in and out—standard quality. 
Do.. ‘* 417 ” or “* Polar ” (do. 135 24 18in 30 18in 30 x 20in 
Do.. ** White ” (1 ton lots 257 London pattern, no overflow, 
6in deep . 62/- 77 81 
LIME 123 ton loads) deliv’d, Belfast, plain edge, 10in deep 71 122 163/- 
Hydrated ) including 120/6 ‘ 
and paper 11 c FLUE LININGS PLAIN, CIRCULAR 
Ground bags 106 ( 1 ) Foot lineal Each 
Straight Bends 
PLASTER— 9in diameter 3/8 11/- 
Keenes, coarse, pink (2 ton lots 3/6 ton 10in do. .. +. 4/7 13/9 
Do do. white (do | ‘ 12in do . 8/8 26/- 
Sirapite, do. (2 ton to 3 ton 19 cwt lots 137 d 9in diameter, beaded end, 12in high .. 4/10 
Do finish do 3 
Hardwall, do. do 148/9 « FLUE PIPES AND FITTINGS 
Plaster, coarse, pink do 3 4in 
Do do. white (do. 45/9 de Heavy asbestos type, 6ft. —— 15/3 
jin. Plaster baseboard (25 to 149 yd 2/9 Yarc j Do. 3ft length ia ‘ 7/8 
Do. (150 to 299 yds) . ; 1 Do. bends .. 5/9 
34in Jute scrim (100 yd roll) 8/7 eacl Light asbestos type, 6ft t length 12/6 
Cow hair (under 3 cwt) 17/6 cv Do. 3ft saves : 6/3 
Bends .. a - 4/7 
FIRECLAY— Baffler e nf 12/5 
Stourbridge, loose (1 ton lots | /3 ton delivered 
Fire cement 3 14 lb. 





DRAINAGE GOODS 
GLAZED STONEWARE STANDARD LIST 
BRICKS 


4in 6in 9in 
BACKING BRICKS (In truck loads ORDINARY TYPE—EACH 
Flettons — i] 00 delivered Pipes in 2 feet lengths .. - i 3 2/6 4/6 
Do. Keyed l 10 Bends 7 2/6 3/9 10/14 
Do. bullnose . Junctions (4in on ‘4in, 6in on 6in, 9in on 
Blue wirecuts : ao 9in) oni , 4/2 6/ 
White 19; 10 Gullies with 4in outlets 6/3 6/ 
4in horizontal inlets 2/- 3/ 
4/- 
l 


3 13/6 
10} 11/3 


Southwater engineering (No. | 
Firebricks—24 inch 
Do 3 inch 
STOCK BRICKS : ‘ 
Mild stocks 0 at Worl Adjustment to Current Cost 
S cond, lo 4/¢ lo 2 ton lots Less than 2 ton lots 
Fi lo 10 or more 


4in vertical ditto 3/- 


Black iron grids 9d | 


Add for delivery—approx 100 pieces Under 


FACINGS (ex truck or lorry ** Best” pipes and _or more 100 pieces 
R vsti $6 —_ 00 delivere: fittings. Percentages to 
White ’ i add 67) 974 1074 
Blue pressed, 2in io Further percentages to be independently added in respect of : 

Do. bullnose 19 i British Standard pipes, etc. 10. ‘* Best” Tested pipes, 37}. 
Reds (Multi sand faced British Standard Tested, 47}. 

White glazed stretchers 281 i 

Do. headers 1 2¢ lo IRON DRAINAGE GOODS— 

Do. bullnose l¢ i Under 2 ton lots. 

Do. double stretchers 170 Each 

Do. double headers 15 1c Cast iron pipes, 9 feet long 

eze fixing bricks 28 r 100 Do. 6 feet do. 

e tiles and lumps fox Do. 4 feet do. 
Wall ties—8 }” ”, black f [ wt Do. 2 feet do. 
Cement mortar (1:3) hand Short bend 

mad I be Junction 
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CURRENT MARKET 


DRAINAGE GOODS—Continued 
GULLEY PARTS— 4in 6in 
Traps, high level, invert ea 23/6 57/- each 
Inlet, bellmouth pattern 16/- 24/6 do. 
Do. with one vertical branch 23/6 38/-— do. 
Do. with two do. . -. 33/- 95/- do. 
Sealed cover, with felt washer - - 8/6 18/- do. 


RAINWATER SHOES 4in 6in 
With vertical inlet and rebated “ 27/- 72/-each 
Extension piece, 6in high . .- 17/- 17/6 do. 
Flat loose coated grating .. a =e 3/6 4/— do. 
Loose solid coated cover .. ae: eS 5/9 6/- do. 


MANHOLE CHANNELS, WHITE GLAZED— 

Each 4in 6in 

Straight, 2 feet long 14/2 20/- 

Taper, ditto. a 23/6 23/6 
Bends, main, half section a3 27/- 38/10 

Ditto, branch, ditto ; . 16/6 23/6 

Ditto, ditto, three quarters, ditto. . ap 36/6 
Junctions, single - 22/5 38/10 
Ditto, double 30/8 52/10 


BROWN GLAZED CHANNELS— 
Based on standard list (less than 100 pieces) 

4in 

Half-round main channel sm mod 2/8 

Extra for stop ends > 2/ 

Extra for outlets ; i 5/3 

Channel bends with splayed er ends ‘a 7/10 

Three-quarter section do.. 10/5 


MANHOLE COVERS— 
24 “ 18in Light foot traffic 
Do. Strong do. i 
Do. Light car traffic . . 
Do. Road traffic 


Black 
32/6 each 
48/6 do. 
102/— do. 
155/— do. 


SUNDRIES— Galvanized 
Manhole steps. 8/6 
4in Mica valve fresh air inlets 
(L.C.C.) ays fa ; 23/- do. 
Plumber s hemp eh a 9/3 per lb. 
Gaskin, caulking 1/54 do. 
Canvas backed hair felt, ‘4in wide Od. per ft run 


each 


ROOFING MATERIALS 

WELSH SLATES (delivered)— 
Quantity 

100 to 1 to 

499 99 
per 100 _— per doz. 
224/6 29/9 
192/6 25/3 


1,000 to 
1,999 
Sizes in inches per 1,000 
aa - .. 1855/- 
20 x 10 1590/6 
18x10 1177/- 142/6 18/9 
168 790/9 95/9 12/6 
14x9 711/6 86 11/3 
1444 316/3 38/3 5/- 


TILES (Broseley and ee 


per 1,000 
10)” x 64” Machine made . 293/6 
Do., hand made, sand faced ; 345/6 41/9 
Hips, valleys and angles ee 31/— per dozen 
Per 1,000 Per 100 
Plain concrete tiles - ee ce 19/6 


6/84 yard 
super 
16/3 gross 
52/6 do. 
4/9 do. 
2/- do. 


per 100 
35/6 


Sheeting asbestos corrugated, 6in pitch ae to 85 
super yard lots) 

Mo x 16 gauge, drive screws (galvanized) . 
74 = 4 hook bolts and nuts (do.) 

Washers, round, flat, galvanized 
Do. do, bituminous .. 


ROOFING FELT— 

Sanded bitumen felt (551b) a. we Yard Super 
Ditto, but 75lb in weight .. = ma Do. 
Inodorous felt, best quality si Do. 
Ditto, second quality a ” Do. 
Underlining. . ; v4 Fs Do. 
Sheathing : Es at Do. 
Galvenlens felting nails af t4 
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PRECAST CONCRETE LINTOLS 
1:2: 4—jin material, finished with fair exp« 
all form-work and one jin diameter mild ste: 
to each 4}in in width. 
Per foot lineal delivered t« 
4hin ~ 6in 9in < 6in 9in in 
4/- 6 7/8 


STONE 

PER FOOT CUBE in random blocks not 

in each. A 
BATH STONE F.O.R. SOUTH LAMBETH 

Monks Park 6/10 St. Aldhelm l 
STONE F.O.R. NINE ELMS 

Portland brown Whitbred 7/8 

Over 20ft average cube blocks extra 


TIMBER 
Softwood-—sawn—random lengths 


Carcassing quality 

Joinery quality 

Plain edged unsorted flooring 
per square 


4in insulating wall board 
Larger quantities cost les: 


SUNDRIES— 

Black hexagon 
bolts, nuts and 
washers. Each 

Sashline, hemp, good qualit 
Per Yard Run 

Floor brads 

Cut Clasp Nails 

Steel ordinary screws 

Brass, ditto 


HARDWOOD— 


Prime 

African mahogany 
Honduras ditto 
Portuguese Guinea 
African walnut 
Australian ditto 
English oak . 
Yugoslavian ditto 
Burma and Siam Teak 


DOORS.—STANDARD 
Each in quantities 12 or more 
Thin finish, 4 horizontal panels 
2’ 3” wide ‘41 3 
2’ 6” do. 42/6 
2’ 9” do. 43/9 


rYPE SOFTWOOD 


moulded bi 


FLUSH DOORS lI}in 
ply faced both sides, 
edge. 
All 6ft 6in high 

2’ 3” wide 51/6 

2’ 6’ do. 52/6 


thick 2in (nominal) ¢ 


lipped 


panel 


$ panels 
PANELLED DOORS 
see B.S. 459—Part | 


FLUSH DOORS 
see B.S. 459—Part 2 


IRONMONGERY 


Cast iron Butts, per pair 

Hinges, spring, single 
action regulating, jap 
anned, each 

Do. but double action 
spring only, each 

Do. blank only, each 





ARCHITECT and Building News, 25 March 1954}| 


DURABLE, 


Fibreglass Limited, Ravenhead, St. Helens, Lancs. (St. Helens 4224) 
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GLASCREIE 














ROOF LIGHTS 














Data, applications and possibilities of Glascrete are given in our 


interesting Brochure P.45, which we shall be pleased to send on request 





( RDERLINESS and 

efficiency go together. 
Harvey Steel Storage Equip- 
ment provides a solution to 
every problem of storing 
materials, components and 
finished goods in an orderly 
manner. Well designed, 
readily adjustable, strong and 
durable, Harvey Equipment 
embraces bins, racks and 


shelving planned to meet Please ask for Catalogue No. A 775. 


: ’ G. A. HARVEY & CO. (LONDON) LTD., 
the special needs of every 
Woolwich Road, London, S.E.7 


trade and industry. Telephone: GREenwich 3232 (22 lines) STEEL s TO ® AGE 
EQUIPMENT 








inges apanned 
per pair 
Vo. but stronger, per 
pair 
Hook and Ride hinges 
per pair 
BOLTS 
Cabinet, barrel, straight 
or necked 
Square spring, with 
xrass knob 
lower bolts 
Barrel bolts 
idd to Tower or Barrel 
bolts if necked 
LOCKS—each 
Rim lock, 2 lever, wrot cas 
brass bolt and bushing 


-each 


Mortice lock, 2 lever, bushed 


Cylinder latches, japanned cas« 

Brass sash fastener 

Casement fasteners (malleable 

Do. stays do 

Axle pulleys (brass face, iron wheel 
Do. as last, but with brass wheel, 1 jin 
Sash line, No. 8 Anchor yellow lat 


METAL GOODS 


Rolled steel joists, all section 
44 to 16 6 inclusive 
7. S, is 8” and 14 
one ton 
7” section 

, 5” x 3”, 10” x 8”, 12” x 8”, 14 

8” to 20 74” sections inclusiv 
/ section 
, and 24 


4” ~2h",4 3 
Steel angles and tees 
Steel bars 
Mild steel rods 
o lengths within the usual margi 
ent to normal schedules for reinforcemet 


diameter and upward 


ras per ton 
in and 4in diameter in size 
in do do 
do do 
do. do. 
7in do. do 
in do do 
Extras for length 
5ft to 3ft 6 do 
3ft to 2ft 15 do 
2ft 2 do 
40ft to 45ft 15 do 
45ft to 50ft 2 do 
Bolts and nuts . per cwt 
Trench covering, including trays | jin 
rebated frames, 9in wide 
Do., but 12in wide r do 
Do., but 14in wide do. 
Do., but 18in wide f do 


foot run 


METAL SUNDRIES 


Cast iron pavement light filled with 4in 
glass lenses 

tin wrought iron plate door in four panel 
stiles and rails on both sides 

20 gauge galvanized iron trunking and 

24 gauge galvanized Tallboy 6ft. hig 
meter with 9in 12in base 


LINK FENCING 

In 25 yards lineal rolls inclusiv 
He ignt 
42 


CHAIN 


1 mesh. 
‘ 
t 


46 d 
wire gaug 88/6 103,3 
10 62/3 72/6 


do 44/6 19 


PRICES 


DOUBLE SOOT DOORS AND FRAMES— 
Fitted with brass turnbuckle 9in9in 12inx9in 14in « 12in 
and cast key » ; 17/3 25/- 42/9 


(Continued) 


SLIDING DOORS, GATES AND PARTITIONS— 
Factory sliding doors in two leaves contain- 
ing about 100 square feet with mild steel 
angle frames covered with 24 gauge 
corrugated galvanized sheeting and in- 
cluding hanging tubular track and gear 
complete .. - as i : 
Factory entrance gates with mild steel frames 
clad with 2in mesh chain link complete . 
Steel partioning, glazed (rough cast) and 
stove enamelled ne r .. 16/- do, 


13/6 foot super 


10/6 do. 


STEEL ROOF LIGHTS— 
Lanterns with vertical sides, and hipped roof, 
glazed with jin cast glass and lead flashed. 16/- foot super 
Skylights of similar construction (180ft super) 15/- do. 


HIGH GRADE DOMESTIC BOILERS 
Coke fed. Performance 20 to 40 gallons raised from 40°F to 
140°F per hour as under. 
TYPE gs 
20 gallons per hour Plain cast iron black 
15in wide, 23in high. finish .. a 7 os 
Ditto, in cream mottle 
finish including side 
jackets - ‘ 10 3 
In cast iron as before and 
base plate > 
Ditto in cream mottle with 
side jackets and base 
In cast iron, etc, as last 
ditto 4% : 
Ditto in cream mottle all 
as last ditto 


25 gallons per hour 
19in wide, 22in high 


40 gallons per hour 
22in wide, 23in high 


GAS, WATER AND STEAM TUBES 
From Standard List.) 


Internal lin & 
Diameter— jin jin jin jin lin Ijin lhin = 2in 
Tubes .. perft 4d 44d 54d 6fd 94d 1/1 1/44 1/10 
Bends .. each 8d 9d 11 2 1/74 2/74 3/2 5/2 
Elbows, sq. do. 10d Illd 3 1/6 2/2 2/7 4/3 
Do., round do. Ild 1/- / 5 1/8 4 2/10 4/8 
Tees .. do I/- Jl f [7 1/10 2/6 3/1 5/1 
Crosses... do. 2/2 2/4 3 4/1 6 6/7 10/6 
Backnuts do. 2d 2d 34d Sd 6d 8d “i/i 
Sockets.. do. 3d 3d 64d 06 «65d dS Bd S104 1/3 
Sockets, 
dimin. do. 4d 5d 6d Td 9d Iij/- 1/4 2/- 
PERCENTAGES ON OR OFF ABOVE 
In quantity and in random lengths. 
TUBE— 
Class A (light) —20%, Black +6% Galvanized 
Class B (medium) —10% Do. + 10% Do. 
Class C (heavy) 24% Do. + 274% Do, 
FITTINGS 
124% Black 
19% Black 


+233% Galvanized 
324% Do. 


Lightweight 
Heavy 


RAINWATER GOODS (Painted or Unpainted) 
In consignments of 3 cwt and over. 
From Standard List. 
Pipe 2in jin «6 4in Ss Sin 
6ft lengths each 12/6 16/5 21/5 
sft do. : do. 6/9 8/8 11/44 
Shoe, ordinary do. 4/10 
Bend . ‘ do, 5/5 
Branch, single do 8/- 
Offset, 44in , do 
Do. Yin . do. 
H.R. gutter, 6ft length do. 
Angle or nozzle. . do. 
Stop end ; do. 
Rainwater goods plus 


NUS Vi we Ww 
Neo 60 OS 


oe 
a 


74%, at foot of invoice. 
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PLASTERING MATERIALS 
Sand, lime, cement and various plasters are previously included 
under those heads— 
Metal lathing (4” x 24G.) (20 yds.) .. “ 3/2 
Plaster baseboard, 4” (600 yards) ‘ - 2/3 
Lath nails, galvanized mv ‘sa / Ib 


sq yard 
do. 


sq yard 
do. 


small 


Do. rounded on one edge quantity 


White glazed tiles (6” x 6” x} } 
Do. on two adjoining edges 


do. 


PLUMBER’S GOODS 
4 Ib lead sheet (in 1-ton lots) 122/— per cwt 
Lead water pipe in coils (do,) i ‘ ~ 123/3 do. 
Plumber’s solder. . ‘ ay os i 3/1 = Ib. 
Copper tacks va 5/6 do. 
IRON SOIL AND WAS’ TE PIPE, ‘(Standard List) 
each 2in. 3in 3hin 4in 
fhin Medium pipe, 6ft wae ‘a 14/11 16/9 19/1 
Ditto, 4ft length .. pst 10/74 11/10 13/4} 
Bends ss Pe + | 5/8 T7/- 7/11 
Ditto, with oval door 16/2 18/3 19/2 
Junction, singie .. x bi | 8/5 9/9 11/6 
Ditto, with oval door 18/11 21/— 22/6 
Swan necks, 4}in .. 8/11 10/3 11/11 
Ditto, 9in .. 10/3 ILi/ll 14/- 
Holderbat, 2}in projection oa 4/10 5/1 5/2 
All plus 74%, added at foot of invoice 
GALVANIZED CISTERNS, TANKS AND CYLINDERS— 
(Less than four) 
ea gallons 
CISTERNS— 
Bends over tops and corner 
plates. Riveted or welded 





Nominal capacity 





100 150 
14 gauge a .. 144/- 197/- 
12 ditto .. é .. 167/— 212/- 263/- 
hin plate. . .. 199/— 250/- 300/- 
HOT WATER TANKS— 20 25 30 
Riveted and with handhole 
and ring. 
12 gauge 100/—  111/- 
din plate. . 110/-  121/- 
HOT WATER CYL INDERS— 20 25 
Riveted, with handhole and ring. 
12 gauge ; o ei 
jin plate. . 142/- 
PLUMBER’S BRASSWORK, etc. 


200 
239/- 


141/- 
157/- 


Each 





sin jin 
Boiler screws, single nut 1/5 1/10 
Ditto double nut 1/10 2/6 
Cap and lining .. “6 1/- 1/6 
Plumber’s unions ate 2/3 3/- 
Ball valves, screwed iron 11/6 19/6 
Ditto, fly nutand union.. 13/- 22/- 
Bib valves, crutch aid 
screwed iron .. 8/- 12/- 
Ditto, but screwed boss . 10/6 13/6 
Stop valves, screwed iron 7/6 10/6 
Ditto, screwed iron and 
union . 7" 8/9 
Ditto, double union - 9/9 
Waste, plug chain and 
stay ai oe ate _ 
liin 
Caps and screws “sh | 3/- 
Sleeves, long ve en a 
Ditto, short - ps 3/2 
Thimble .. 
Full way gate valves, hot 
pressed ea 


13/- 
15/9 


Lead 7 Ib. P. trap 
Ditto, S. tra 
Lead 6 Ib. 
3in seal. 6/1 
Ditto, but Ss traps ‘ditto. 8/7 
Wire ballon guards, copper, 2in 3/- ; 4in 3 
Ditto, galvanized iron, 2in 1/9 ; 4in 2/-. 
Hair felt, 34in x 20in, 24 oz., 6/- sheet. 
Boss white jointing co: apoune, 2/- Ib. 
Gaskin, 1/54 Ib. emp, 9/3 lb. 


P. traps with 
1 


/10, 
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COPPER TUBES—Extract from B.S. 659/1944 
Internal work 
Outside Weight Price 
diameter Gauge Ib per ft per Ib 
inch pence 
sin 0-596 1‘ 2 39 
jin 0-846 ] 3 
lin 1-112 l 
ljtin 1-362 18 
lhin 1-612 18 
2in 2°128 l 
CAPILLARY TYPE CONNE( 
All ends copper to copper 
Each 
Straight 
Bends 
Tees 
Brackets (Brass 


Nominal 
bore 


GLASS 


English, flat drawn sheet glass cut t 
in squares .. 

Figured rolled and cathedral 
sizes, in Squares sin 

Ditto, but in standard tints 

tin Rolled, cut to size, in squares 

din or fin. Rough cast ditto 

tin Ditto wired ditto 

Georgian wired ditto 

Fluted (No. 4) ditto 

Reeded (narrow, broad, cros 
ditto : 

Reedlyte (narrow and broad 

Spotlyte ditto 

sin Calorexficast ditto 


white 


3iin hollow glass light diffusing 
Ditto corner blocks 


blocks 


POLISHED PLATE GLASS. (Tariff). Cut to 

Ordinary substance approximately }in thick 
Per superficial foot. Qualities 
Selected 
Glazing 


General 
Glazing 
In plates not exceeding 
2ft super in each 3/7 
5ft ditto .. 4/5 
45ft ditto (unless 
extra s1zes ; 5/1 
100ft ditto (ditto 5/6 
Extra sizes, i.c., Plates exceeding 100ft super « 
wide at higher prices. 
DECORATING MATERIAL 
Price 
Aluminium Paint 37 
Distemper, ceiling 
Distemper, washable 
Enamel é 
Gold Metallic Paint 
Heat Resisting Paint 
Japan, black 
Knotting .. 
Linseed Oil 
Boiled, ditto. 
Proprietary Paints (good clas 
Finishing 
Priming 
Undercoat .. 
Paperhanger’s Paste 
Petrifying liquid 
Putty 
Size 
Terebine 
Turpentine substitute 
Varnish, oak, copal, inside us 
Ditto, ditto, outside use 
Ditto, white, eggshell, flat 
White lead mixed paint 
White lead 
Whiting 





semi hard > Cwrt 
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Notes below give basic data 
ontracts open under locality and 
juthority which are in bold type 
Referen es indicate (a) type of 
work, (b) address for applicatior 
Where no town is stated in the 








sR 


AND 


-RANKEN 


tTo 
hone LEEDS 27301 (20 tr 


k <TEELWORK < 
Pau cLasses OF PRecTED 
DESIGNED © 








ENGERT & ROLFE LTD 
INODOROUS FELTS 
FROM STOCK 


LONDON E 14 faa EASt 1441 











ENGLISH TIMBERS 


for Building and Joinery Trades, Oak Planks 
for Cills, Half-Timbering, or scantling to size 


Architects’ designs for Panelling and 
exclusive furniture faithfully interpreted 


GATES AND OAK DOORS 
A SPECIALITY 


Seasoned quartered boards for Flooring 

Panelling, etc Machining done and Joinery 

manufactured for the trade. Gates and Fencing 
Established 1884 


WYCKHAM BLACKWELL Ltd. 


Hampton-in-Arden, BIRMINGHAM 


Telephone : HAMPTON-IN-ARDEN, 3 














LIGHTNING CONDUCTORS 


j. W. GRAY & SON LTD. 
13, CASTLE ST., SALISBURY 
Telephone: SALISBURY 2750 





CHURCH SPIRE RESTORERS 





pe aa 
FIRE! 


WHERE’S RELIABLE 


NU-SWIFT 


Old-fashioned fire extinguishers fai 
every day Make sure you vé 
Nu-Swift—and plenty of them ! It's 
the choice of 14 Navies 
ELLAND YORKS 


Ship of the Royal Navy 


NU-SWIFT LTO 


In Every 











CONTRACT 
°e NEWS e 


OPEN 
BUILDING 


ALTON R.C. a) Strong room at the 
Council Offices, Barton End. (b) Coun- 

Engineer, Council Offices, Barton 
End 3gns. (e April 


BARROW- IN- FURNESS B.C. (a) Re- 
tion of public baths, Abbey Road. 
3orough Engineer, Town Hall. (c) 
Apel 5 
BAT TLE RC. a) 18 houses and 12 
its, Heathfield Gardens, Bishops Lane, 
Council’s Architect, 
c) 2gns. (e) April 8. 
BE DF ORDSHIRE CC. (a) Construc- 
of first phase of new College of 
Further Education, Bedford. (b) County 
Architect, County Hall, Bedford. (d) 
April | 


tsbridge b 
Mount Street. 


BERKSHIRE C.C. a) Senior police 
officer’s house, Maidenhead. (b) County 
Architect, Wilton House, Parkside Road, 
Reading c) 2gns (e) April 12. 
BOURNEMOUTH B.C. (a) (1) 4 blocks 
of 4 flats; (2) 5 blocks of 6 houses; West 
Howe Estate; (3) 6 dwellings, Hadow 
Road, East Howe Estate. (b) Borough 
Town Hall. (c) 2gns each 
e) April 13. 
a) 8 pairs of houses, 
Brockworth b) Messrs. Cunningham 
ind Gibaud, All Saints’ House, E tas 
Bristol, 1 c) 2gns. (e) April 26. 


BROC KWOR’ rH. 


*BROMSGROVE U.C. (a) 16 houses, 

Charford Housing Estate, Section 12. (b) 

Engineer and Surveyor, Council House. 
3gn e) April 17. See page 52. 


Bl RTON-U IPON- TRENT BC. (a) 100 
ouses, Edge Hill Housing Estate. (b) 
Rome Surveyor, Town Hall. 
1) March 30. (e Ages a. 
CARLTON U.C. a) 

Chatsworth Avenue, Carlton. (b) Deputy 
Engineer and Surveyor, Council House, 
Burton Road. (c) 2gns. (e) April 19. 


28 dwellings, 


CHERTSEY U.C. (a) 32 houses, Sawpit 
Green, Addlestone b) Engineer and 
Surveyor, Council Offices. (c) Ign. (e) 
Ar 15 

CREDITON U.C. (a) 2 flats at Blagdon 
b) Messrs. F. W. Beech and E. Curnow 
Cooke, 15, Dix’s Field, Exeter. 

April 24 


c) 2gns 


( Xt CKFIEL D R.C. a) 10 dwellings, 
iplefield b) Engineer and Surveyor, 
— Road, Haywards 
gn ) April 26. 
DE NBY DAL E U.C. (a) 14 houses and 
ingalows, Coal Pit Lane, Upper 
Denby b) Messrs. Simpson and Moxon, 
yuthgat Chambers, Wakefield. (e) 
] 2 
ESHER U.C a) 15 old people’s 
I ralows and flats with Common Room, 
iday Road Estate, West Molesey. (b) 
veer and Surveyor, Council Offices. 
April 20. 


address it is the same as the locality 
given in the heading, (c) deposit, (d) 
last date for application, (e) last date 
and time for submission of tenders. Full 
details of contracts marked y& are 
given in the advertisement section. 





(c) 3gns. 








KINNEAR 
SHUTTERS 














COVERITE 
(ASPHALTERS) LTO 
PALACE GATES STM. 22 Bowes Port MNT 














BOSTWICK 
METALWORK 


OF EVERY DESCRIPTION & 
OUTSTANDING EXCELLENCE 


BOSTWICK SATE & Co. Ltd. 


Original Patentees of the Collapsible Gate. 
HYTHE ROAD, WILLESDEN, N.W.! 


Telephone : LADbroke 366! 








GOYZ /; 
QOARD 


Made in Sweden 
THE OUTSTANDING 
ALL WOOD .- FIBRE 

HARDBOARD 





CAN BE MADE 
BONE DRY 


DAMP WALLS 


WITH ONLY 


ONE COAT OF 


Penetrex 


WATERPROOFING LIQUID 


Absolutely Colourless, Penetrex does 

its job thoroughly, on all surfaces. Out 

side or Inside. One gallon covers 30 Square 

Yords. Sold by Builders’ Merchants in all simes from 
Quwert tins to 10 Gallon drums. Send for price and 
name of nearest stockists to 


F. A. WINTERBURN LTD. 


(acer por Lithex Products 
HOLBORN STREET, LEEDS,6. Tel.: 25602 
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FARNWORTH B.C. (a) 45 flats, Albert 
Road. (b) Borough Engineer, Town 
Hall. (c) £2. (e) April 15. 


FRINTON AND WALTON U.C. (a) 
Public conveniences, Old Way, Frinton- 
on-Sea. (b) S. E. Carroll, “ Conways,” 
Weeley Heath, Clacton-on- Sea. (c) 3gns. 
(e) April 13. 

HONITON B.C. (a) Adaptation of 
Fairfield House, Honiton. b) Town 
Clerk, Municipal Offices, Sudbury Lawn. 
(c) 2gns. (e) April 12. 
HORNSEA U.C. (a) Construction of a 
brick-built shelter and offices, Edenfield 
Burial Ground. (b) Engineer and Sur- 
veyor, Town Hall. (e) April 16. 
ILFORD B.C. (a) 24 old persons’ flats, 
antings Farm, Green Lane. (b) 
Borough Engineer, Town Hall. (a) 5gns. 
(e) April 27 

ILKESTON B.C. (a) 12 bungalows, 
Kirk Hallam Housing Estate. (b) 
Borough Engineer, Town Hall. (c) 2gns. 
(e) April 9 


LEEDS REGIONAL HOSPITAL 
BOARD. (a) 2-storey building extension 
to ype a twin-operating theatre suite 

clinic accommodation, the County 
Hospital, York. (b) Architect to the 
Board, Park Parade, Harrogate. (c) 2gns. 
(d) March 31. (e) April 5. 
LONDON—ACTON B.C. (a) Flats of 
up to nine storeys, South Acton. (b 
Borough Engineer, Town Hall, W.3. 
LONDON—HENDON B.C. 
fabricated huts at The Fairway and 
Broadfields Schools. (b) ~4~- En- 
gineer, Town Hall, N.W.4. (c) 2gns. (d 
March 27. 


(a) Pre 


LONDON—WALTHAMSTOW _ B.C. 
(a) 10 flats, Greenleaf Road, E.17. (b) 
Borough Architect, Town Hall, E.17. (c) 
£2. (e) fod 12. 

MAIDENHEAD B.C. (a) 30 houses on 
Larchfield/Curls Lane Estate. (b) 
Borough Engineer, 14, Crauford Rise. 
(c) 2gns. (e) Apeil 6. 


MARKET HARBOROUGH U.C. (a) 
Houses on Southern Estate. (b) Lyndon 
Rowen, A.R.I.B.A., 39, High Street. (c) 
£2. (e) April 17. 


NEWARK B.C. (a) Demolition of exist- 
ing premises and erection of public con- 
veniences and entrance to covered 
market, Chain Lane. (b) Town Clerk, 
Town Hall. (c) 3gns. (e) April 6. 


NEWCASTLE REGIONAL  HOS- 
PITAL BOARD. (a) Alterations and 
additions to Block “C” to provide 
psychiatric treatment unit at Newcastle 
General Hospital, Westgate Road. (b) 
Secretary to the Board, “ Dunira,” 
Osborne Road, Newcastle-upon-Tyne, 2 
(d) April 2. 


NEWMARKET U.C. (a) 4 bungalows 
and 4 lock-up shops with maisonettes 
over, Freshfields. (b) Council’s Archi- 
tect, Council Offices, Severals House. (c 
2gns. (d) March 29. 

NORFOLK C.C. (a) New classrooms at 
Fakenham Grammar School. (b) Chief 
Education Officer, Stracey Road, Nor- 
wich. (d) March 31. 


THE ARCHITE( 


nia’ 
ooo 
TO PROVE STRATA 


BORE HOLES for 
WATER SUPPLY 
PUMPING PLANTS, Etc. 


——— 
=e ar) 


SESS 
| a 


Telephone: ECCles 2261-2-3 


Telegrams : Thom,Patric 














oa 
CLOTH 


& PAPER 


Best Quality 
Lowest Rates 
Samples and Prices 


on request 
from the makers 


COUSINS & CO (MC) LTD | 
82 PRINCESS STREET 
MANCHESTER, |. 

Phone : Central 4674 














ASPHALTE WORK 


-LONDON E 14 R EASt 1441 














“QUITFIRE” 


Fire-proofed (Ciass I-B.S. 
476/32 Amendment No. 2) 
and/or termite-proofed 
Fibre Insulation Board can 
be supplied by :— 


5.0. Rudkin & Co. Ltd. 


Plantation House 
Mincing Lane E.C.3 


MANsion House 4406 (3 lines) 























OAKHAM R.C 
ervices, et Mark 
Kelhan 3] Br 
Linc ls 


OLDBURY B.C 1) &9 
Borough Eng 
ipal Bank Chambers 
Street ser 1) Mar 


hall Estate 


PL YMPTON ST. MARY R.C 
28 Fioo Plymstocl 


cil Offi 


SANDBACH lL ( a) ZU Nat 
houses, Housing Site No 
and Surveyor, Council Offic 


Road lgn e) April ¢ 


SCOTLAND—BERWICKSHIRE C. 
a) New High SCHOO! Dun A 

County ¢ rk County B 
Dun NA 


1c 


WASHING TON UC 
fla it The D b) Engir 


Cou ( 


WEST REING C.C 
it 4 0 


WIMBORNE AND CRANBORNE R.< 
i 25 bungalk ¥ Par 
irzenill, W e, Dor 
April 


WORTLEY R. 


PLACED 


Notes on contracts placed state 
authority in bold type with (1) type 
(2) site, (3) name of contractor 
(4) amount of tender or estimate 
that work may not start pend 
acceptance, o obtaining of 
mod ficat on of tender et 


i work, 
n jaress, 

jenotes 
ng final 


hice e or 


BASILDON DEVELOPMENT COR 
PORATION 884 

Fryerr Estat , sé 

Ltd., Buckhur: H 


£1,179,000 app 


BRADS ORD CORP ORA I ION 
8 fiat Butter 


STAFFORD CORPORATION 
ip dispo il VOTE 5 YY 
1 Sons, Ltd iren ; 


KESTEVEN 


(sranth 
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‘ ve 4 
ding \é y. Viarch 1954 


: OXF ORD UNIVERSITY. (1) Inorganic 
London's Finest news secondhand Value hemistry laboratory. (3) Gilbert Ash, Specify 
ARCHITECTS PLAN CHESTS = Stanhope Gate, W.l 


London, 


Meth |) | CERRUX 


BIRMINGHAM CORPORATION. (1 
Archbishop Williams R.C, School. (2 DECORATIVE PAINTS 


Tile Cross 3) Frank Davis (Builders), CELLON LTD., KINGSTON-ON-THAMES 
376-380 EUSTON ROAD -LONDON-NM. Phen: 405 Ltd., College Road, Birmingham, 13. (4 


133.975 














STOCKPORT CORPORATION 


’ (1) 
COURSES for all R.I.B.A. EXAMS | — RC. secondary school. (2) Heaviley. (3) 


Postal tition in History, Testimonies, Design, Vessey Ltd., Stockport Road, Marple, 
Calculations, Materials, Construction, Structures (hes 4) £124; Woe. 
Hygiene, Specifications, Professional Practice, 


etc. Also in general educational subjects BOOTLE C ORPORATION. (1) 64 and 
ELLIS SCHOOL oF ARSNITESTURE 6 dwell ngs 2) Netherton. (3) Lloyd 
Principal: A. B. Waters, B.E., G.M., F.R.1.B.A 


und Cross, Ltd., Birkenhead. (4) £81,504 
1036, OLD BROMPTON ROAD, LONDON, &.W.7 my = ps 
Phone: KEN. 4477 and at Worcester ind £32,968. (1) Secondary school. (2) 


Tysons, Ltd., Liverpool 

















Have you seen the MEW 
VICTOR DOOR SPRINGS 


WITH THE SELF- 
CONTAINED CHECK 








FOR 

PUBLIC BUILDINGS, 
HOUSING SCHEMES 
OFFICE BLOCKS, ETC. 





























ppapapenee™ | 





Shallow and watertight 
floor patterns. Overhead 
types to suit every purpose. 








COLOR-BOARD 


® WINDOW GEARING AND FANLIGHT OPENERS INFRA RED PROCESSED 
° “X-IT” PANIC BOLTS — LOCKS 

e 
s 


DOOR FURNITURE — CASEMENT FITTINGS In plain colours and Marble Effects 


SPRING SASH BALANCES also 4°’ Tile Effects 


“ Victor” fittings are used throughout Great Britain | DURABLE, QUICK & EASILY FITTED 
ROBERT ADAMS (vicTO R) LTD. For the name of the nearest Agent apply to:— 


1399 STAINES ROAD, HOUNSLOW, MIDDLESEX 14 KING’S PLACE, BUCKHURST HILL, ESSEX 


Telephone : Hounslow 5714 Buckhurst 6521 




















COLLEGE OF ESTATE MANAGEMENT 


Incorporated by Royal Charter 


St. Alban’s Grove, Kensington, W.8. 
a + | b A Ni DAY, EVENIN(¢ yand POSTAL courses for certain of the Examinations of 


THE ROYAL INSTITUTION OF CHARTERED SURVEYORS 
Including the Valuations, and the Building Surveying and Quantity 
Surveying Sections) 

DAY and POSTAL courses for the Examinations for the 
COOKING APPARATUS | UNIVERSITY OF LONDON DEGREE OF B.Sc. (ESTATE 


MANAGEMENT) 
POSTAL courses for the Examinations of the 
INSTITUTION OF MUNICIPAL ENGINEERS 
K I T Cc ie E N P L A N N | N G THE ROYAL SANITARY INSTITUTE 
THE TOWN PLANNING INSTITUTE 
H EATING ENG | N E E RS Full information including details of length of courses and times of opening 
from 


THE SECRETARY (Dept. AB). Telephone : 








WEStern 1546 
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Tue Easy Practica, Way 
To Cover 
INSULATED SURFACES 








Sewing the canvas—or applying metal 
strapping—are time consuming opera- 
tions which are no longer necessary. 
The canvas, asbestos, fibreglass or 
other insulating material can be more 
securely bonded and in less time with 
Arabol Lagging Adhesive. 


This adhesive dries in 4 to 6 hours, 
leaves a white coloured sized finish 
on the covering material... the job 
is completed. No paint is necessary 
on this sized finish, unless one coat is 
preferred for appearance or identifica- 
tion. Maintenance too is simplified— 
grease, oil, soot and dirt wash off 
easily. And the adhesive is vermin- 
proof... fire-retardant as well. 


Arabol Lagging Adhesive has success- 
fully passed severe tests by indepen- 
dent laboratories. The results show 
that it retains its adhesive powers des- 
pite exposure to extreme temperatures, 
immersion in water and to live steam. 


Specify Arabol Lagging Adhesive for 
reliability to satisfy the most exacting 
requirements, for utility and appear- 
ance, and to save time and cost. Write 
to-day for further details to— 


Many Types 


and Sizes... 


EBONIT é 


FLOORING STRIP 


EBONITE 
SINK 
WASTES 


ROD TUBE 
SHEET AND 
TURNED PARTS 


Manufacturers : 


The BRITISH EBONITE CO. LTD. 


NIGHTINGALE ROAD, HANWELL, LONDON, W.7 
ENQUIRIES INVITED EALING 0125 














THE ARABOL MANUFACTURING CO. LTD., 


Wardrobe Chambers, 
146a, Queen Victoria Street, 
LONDON, E.C.4. 


Telephone: CITY 2368. 








offers all the advantages of the traditional 
brick garage at eonsisoranty marer cost 


le has been specially designed for easy e 

detailed notes an J drawings provided 

matter. Made of high-grade reinforced ete, with ast 
and stout timber doors attr ara F 
strong and permanent, it can easily be take apart and 

Ie is fireproof, rot-proof and ve proof a ga 

of all local authorities 


From £50 caenees 
Available in widths of 7fc 10 Fit 2 f : sted 
Delivery free with ran 
Write for illustrated ¢ j E vaila 
SHURDCRETE LTD., SHURDINGTON, CHEL TENSHAN 


Telephone : Shurdington 334/5 FARM AP FACTORY 8B 
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Are you concerned with the problems of space... 


rd 


If the space between adja 
to that between neighboui in 

‘Union’ Adjustable Drawing Table 

How this combined drawing and layout car 
problem of available space in the Drawing Gal 
sacrificing any of the desirable positions 

maintain a high standard of draughtsmanship, is ¢ 

in a fully illustrated brochure which will be gladly 9e 
on application to 


Telephone — ABBEY 7141 Telegrams — ee 














Two useful books for readers of * THE ARCHITECT & Building News” 


DOMESTIC Structural Kconomy 
WATER HEATING _ For the Architect & 


Basic Engineering Principles of Builder 


Electric and Solid-fuel Installations 
” By GEORGE FAIRWEATHER, F.R.LB.A. 


HIS book is a critical analysis of traditional 
BE SIDES setting out the principles of the subject, _ forms of construction. First it identifies the 
main characteristics of buildings as determined by 
this book gives a critical analysis of the current ' : . 
the materials and methods used in their construc- 
tion, then examines these characteristics in rela- 
tion to their functions and the standards of per- 
formance required, and suggests improvements 
where these forms of construction fall short of 
Ihe author deals mainly with the combination of present day SOGRISIRENES. 
an electric immersion heater and thermostat with a Two basically different systems have been selected 
conventional hot-water storage tank, in conjunction sod represent the main features of traditional — 
4 4 struction—masonry and light-frame construction. 
with a coal- or coke-fired domestic water heater, ; ; : 
These are examined in several of their more com- 
mon applications, and the limitations inherent in 
their use are identified. 


S pp. 90 illu 25s. net. By Post 25s. 7d 178 pp. 74 full page plates. 21s. net. By Post 22s. 


By RONALD GRIERSON, M.1.E.E. M.1.Mech.I 


practice in the supply of hot water for domestic 
purposes. The increasing cost of, and enormous 
demand for, new housing have made the time 
opportune for such an investigation 


this being arranged either as a back-boiler ” or 
as an independent unit 


Obtainable at leading booksellers everywhere, or direct from: ASSOCIATED 


ILIFFE & SONS LTD., DORSET HOUSE, STAMFORD STREET, LONDON, S.E.1 ILIFFE 


TECHNICAL BOOKS 
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SOLIGNUM 


is the complete answer 


(DRY ROT 
WET ROT & DECAY) 


Solignum destroys the dry rot fungus wherever 
brought into contact with it, and gives complete 
attack. 
penetrate 


immunity against further Solignum Wood 


Preservatives are made to into the wood 
and remain as an active barrier against decay, affording 
protection from dampness, exposure to weather, dry 
rot, wet rot, wood borers, and all other enemies of 
Timber. 


dipping or by spray gun. 


Solignum is easily applied by brush, by 


WOOD BEETLES TOO! 


There are 3 kinds of Solignum 


V.D.K. Solignum Solignum Wood 
Wood Preservative Beetle Destroyer 


In Green, Brown and A specially prepared 
colourless, can be solution to 
painted over if desired. 
Essential for green- 
houses, netting and 
canvas. 


Solignum Wood 
Preserving Stain 
For constructional 
timber, fences, sheds, 
joists, flooring, etc., 
to prevent and destroy 


destroy 
wood boring beetles, 

‘Woodworm’, in 
furniture and 
structional timber. 


dry rot fungus. con 


Solignum Advisory Service. Let experts help you in 


preserving your woodwork and avoid costly repairs and replace- 
ments. Write for descriptive leaflets and advice FREE. 


Sole Makers —SOLIGNUM LTD 


Donington House, Norfolk Street, Strand, W.C.2. 


ARCHITEC! 


FIT A TROUBLE-FREE 


BATLEY 
UP & OVER os 


@ Designed to supersede hing 

doors. @ Provides unobstructed access v 

clear height of 6’ 1”. © Swings open easily, 
gliding smoothly on ball-bearing 
fitted to any width or height of opening. ©’ Framed and dou 
braced in Aluminium Alloy. @ Panelled with Aluminium Alloy or Ex 
terior Grade Mahogany Plywood, h to take varnish or paint 


ALUMINIUM ALLOY £18 EXTERIOR GRADE MAHOGANY £20 
DELIVERED FREE ENGLAND AND WALES 
Free Brochure and details from 


ERNEST BATLEY LIMITED 


96d, COLLEDGE RD., HOLBROOKS, COVENTI 


® Can be quickly and/easily 


Die cross- 


grained fir 


COVE 





| Products « 


GOOD DESIGN 

A WELL-EQUIPPED FOUNDRY 
and WORKS 

FIRST-CLASS WORKMANSHIP 


—$—— 


SEWAGE PUMPS, EJECTORS, 

DISPOSAL WORKS 

PENSTOCKS AND ALI 
SEWERAGE 


VALVES 
EQUIPMENT 
TYPES OF 
IRONWORK 


Write 


Adams Hydraulics Ltd. 


York 


Phones: YORK 2047-8-9 LONDON WHITEHALL 8235-6 
London Office: 15 DARTMOUTH STREET, S.W.! 
































THE ARCHITECT and Building News, 25 Mat 


h 1954 


r 
LU t 


—SEES pe cane 


Tha . : a awaet ~~. Se A . oS a . aww ana 
tS = —a Gant ane = art AN ANAVMAW AU 


aw. ANA ~ 


5 5 SAN 


Large, modern Weaving 

\ uz Shed, exemplifying a well known 
constructional form: using patent 

glazing with lead-clothed steel bars. The 


application of sheet lead flashings to the boom 
piercings is a special feature. 


Established ot Design — Proven 


Materials 


THE STANDARD PATENT GLAZING CO. LTD 


WORKS: DEWSBURY Phone: /2/3-4 ‘Mel. |ele), melii eo Mea |) Pee Ole) ae ed 
Branches at BIRMINGHAM and BRISTOL 








FIX-RAMMER 


THE MOST MODERN AND LABOUR SAVING METHOD 
OF BOLT FIXING INTO STEEL, CONCRETE, BRICK, ETC. 


E GUARANTEES 


AL IMPACT 


REQUIRED BY A 


OUR PATENTED GUIDE PIE 
FAULTLESS FIXING (VERT 


As used by :— 


>A +d Post Office Telephones; 
NTN : British Railways; London Elec- 
tricity Board, Contracting; Nu- 

merous Municipal Authorities; Percy 

Bilton Ltd.; Carrier Engineering Co. Ltd.; 

Drake & Gorham Contractors Ltd.; Electrical 
Installations Ltd. ; Fitzpatrick & Son (Contractors) 
Ltd.; Holland & Hannen and Cubitts (Scotland) Ltd.; 
Sir Robert McAlpine & Sons Ltd.; Permanite Ltd. ; 

The Telegraph Construction & Maintenance Co., Ltd; 
Troughton & Young Ltd., and many others. 


BOLTS 2+”,, *”. #” & %$ DIAMETER. STANDARD 
WHITWORTH THREADS. BOLT LENGTH j” TO 6’. 
CARTRIDGES IN 6 STRENGTHS. 


Should our range of over 70 different sizes not suit your requirement, 
special bolts can also be obtained. 


Dp 


JRE OR DEMONSTRATION TO 


LANGHAM EXPORT CO. LTD. 


17-18 MARGARET STREET LONDON, W.|! TEL.: LANGHAM 2295 
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STEELS 


IN MODERN INDUSTRY 


A Comprehensive Survey by 29 Specialist Contributors 











HIS BOOK, the latest, most comprehensive and The work is divided into four parts 

authoritative on the subject, is indispensable to de- apr I. Principal Types of Steels in Relation to Com 
signers, draughtsmen, production engineers and engin- position and Heat Treatment. 

eering and metallurgical students. It describes in detail Pagr IJ. (General Properties Influencing Engineering 
the application of steels to engineering design, and the Design). Wear : Mechanical Properties ; Fatigue ; Creep 
26 sections, covering every aspect of the subject, have Corrosion of Iron and Steel; Scaling Resistance 
been written by acknowledged experts, specialists in each Weldability ; Machinability. 
particular field. ParT III. (Specific User Aspects Structural Engin 


on eering ; Aircraft and Automobile Engine Steels; Ga 
The work has been prepared under the general Turbine Steels and Alloys ; Steels for Steam Turbine 
editorship of W. E. Benbow, late Editor of “Iron and Boilers and Piping; Pressure Vessels; Steels for the 
Steel,” and has a foreword by Dr. H. J. Gough, c.s., ae ames 5 by =a Dies ; cane Paening 
Tr ss ’ . tretching, bending anc eep Urawing ; Hiectrical Steel 
M.B.E., M.I.Mech.E., F.R.S. There are over 520 pages, High Permeability Alloys, Permanent Magnets, Pern 
with 260 photographs and diagrams, and a complete index alloys and Non-Magnetic Steels and Cast Irons 


providing instant reference to the vast amount of Part IV. (Surface Treatments). Protective treatment ; 


information contained in the book. Surface Hardening: Nitriding, Carburizing, and Flame 
and Induction Methods: Shot Peening 


42s. net By post, 43s.0d. Author Index ; Subject Index 


Now obtainable at all booksellers or from 
ILIFFE & SONS LTD., DORSET HOUSE, STAMFORD STREET, LONDON, S.E.1 




















PARK YOUR CYCLES 


DURASTEEL THE ODONI way 


Composite Steel-&-Asbestos (Regd. Trade Mark) 
CORRUGATED ROOFING Types to suit all possible requirements. Single 


or Double sided, for indoor or outdoor use 
Horizontal or Semi-Vertical. 






































Specify DURASTEEL FOR STRENGTH, DURABILIT , 
FIRE RESISTANCE VRASILITY, Write for full details to Sole Manufacturers and Patentees 


Above are Corrugated Durasteel DURASTEEL LTD., 


Sheets being fitted as vertical OLDFIELD LANE, A L F R E D A. 0 D 0 N | & C 0. ; Ltd . 


gover and Roofing to the Basrah GREENFORD, 
etroleum Company's Power MIDOLESEX. 
Station at Zubair Oilfield. eieeaahe Salisbury House, London Wall 


LONDON, E.C.2. Toi { phone Monarch sce 


grams Odoni Ave. Lenden 
(Werks : London N.W.!0.) 
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There are sound reasons why important Housing Schemes 
all over Britain employ Magnet Service for Standard 
Joinery, Doors, Windows, Cupboards, etc. 

Magnet Service saves valuable time, cuts out delays, 


reduces costs, and helps to ensure completion on schedule. 


The Magnet countrywide organisation holds ample supplies 
of kilned and air-conditioned timber. Stocks are sufficient 
for instant delivery, to cope with any emergency. Our 
highly skilled staff, working in three up-to-date factories, 
are waiting to meet your demands. 


* : ee ee To ensure completion on schedule ... 


mobile crarie in action USE MAGNET SERVICE 


AGN E" 7 Write for free literature to 

| WHITLEY STREET, BINGLEY, YORKS. Phone: Bingley 3547 (5 lines) 
LOVE LANE, ASTON, BIRMINGHAM. Phone: Aston Cross 3291 
LONDON ROAD, GRAYS, ESSEX. Phone: Tilbury 77 (5 lines) 


JOINERY LIMITED 











PLARB» 


Stainless Steel Domestic Sink Units 
Planned for All Kitchens 


One piece sink units with stainless steel drainers and bowls. 
No joints to harbour dirt and infection The most durable 
form of construction, will last a life tim: The whole satin 
finished for ease of cleaning, long wear without marking, and 


free from reflective glare 


Manufactured in many types and sizes to all the Markets 


of the world. Send for our illustrated catalogue and price list. 


The Stainless Steel Sink Co., Ltd. 
Head Office: — Ring Road, Lower Wortley, Leeds, 12 


London Office: — 14, Great Peter Street, S.W 








England 
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Dont take chances... 
with your 
Soccify #ABOLITE 


METAL CASEMENT PUTTY 


ARBOLITE contains Arbosyn | 


Arbolite is the only putty containing Arbosyn ~~" 
which ensures : 4 
FREEDOM FROM CRACKING 
FREEDOM FROM WRINKLING 
GREATER DURABILITY 
BETTER KEYING PROPERTIES 
GOOD SETTING PROPERTIES 
EASY WORKING CONSISTENCY 
LONGER KEG LIFE 
Cliff Quay Power Station. 


GLAZED THROUGHOUT WITH ARBOLITE. 


Architect: Farmer & Dark 

Contractors; Edmund Nuttall Sons & Co. (London) Limited 
Windows: Henry Hope & Sons Limited. 

Glazier: 4%. G. Nicholls (1935) Limited. 




















i ee ‘CALLOW ROCK’ 


Gas-burnt 
STEELWORK WHITE LIME 


Designed, Fabricated 


is a Non-hydraulic, Class A 
and erected by 


Quicklime for Plastering 


= 


Finishing Coat, Coarse Stuff 
and Building Mortar, 


= 
== 
= 
= 
=e" ” 
OLD LEEDS STEEL WORKS, Ig 
BALM ROAD, LEEDS 10, 
Telephone: Leeds 7661 4/9. 
Telegrams: Corflat, Leeds. 


He Steel-framed Buildings % Steel from stock The Cal low Rock Li me 


He Pressed Steel Rainwater Goods y& Pressings up Com anv a td 
to x” thick mild steel % Guillotine Shearing Pp had - 


x Profile Cutting H Slitting Sheets and Coils Cheddar, Somerset 


wW™/ 
Waa 


conforming to British Standard 


Specification No. 890—1940 
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ST. PATRICK'S. CHURCH - JERSEYe € 
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KEMP'S BISK 
# LONDON N 


HOSEGOODS,. SILOS 


)AVONMOUTH 6 a 
af 


| 


eh: 
n~ 





Makers of Paints, Enamels, Varnishes and Distempers 
iS - ST. HELEN’S PLACE - LONDON - €.C.3. Telephone: LONDON WALL 4426-7-8-9 


ind at; 15, TrTHeBARN Street, LIVERPOOL, 3 ° Maritime Burtpincs, NEWCASTLE-ON-TYNE 71, James Street, CARDIFF 
Works: STRATPORD, LONDON AND LOWESTOFT 











Above Ground with B.S.S. 659/1944 
AND 


Copper Tube 


Below Ground with B.S.S. 1386/1947 


Copper Tube , 
B British Patent No. 596673. 
ecausé --— 
% This is THE MOST EFFICIENT metal to metal ; ; 
joint with no loose rings, cones or ferrules, self-seating % Reduces maintenance trouble to a minimum as it 
by means of swage or circular ridge. Made in less than cannot pull off in heat or frost. Will undo and re-make. 


half a minute as illustrated. 
DOUBLE GRIP CANNOT SLIP %& Prompt delivery. 


% Smaller, neater, and far less expensive than alternate Universally approved by Government Departments, Water 
methods of jointing. Works, and Local Authorities, etc. 


For full particulars and illustrated Catalogue write to:— 


KINGS LANGLEY ENCINEERING CO. LTD. 


KINGS ES oes Se a A on Oe ae oe 
TELEPHONE : KINGS LANGLEY 2215-6 TELECRAMS.: CHAMPION: KINGS LAN 
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OFFICIAL 


APPOINTMENTS 


Rate 1/6 per line, minimum 3- 


THE 


ARCHITECT an ilding Ne 2 arch 1954 


ANNOUNCEMENTS 


CON TRAC 


Close for press 1# post 


TS ® 


TENDERS 


Monday for folloning Thursday Issue 





APPOINTMENTS 


The engagement of persons answering these ad- 
vertisements must be made through the local office 
of the Ministry of Labour and National Service, etc., 
the applieent is a man aged 18-64 or a4 woman 
aged 186-80 inclusive, unless he or she or the em- 
ployer is excepted from the provisions of The 
Nottfeation of Vacancies Order 1952 





AYCLIFFE DEVELOPMENT CORPORATION 


ARCHITECTURAL AND QUANTITY 
SURVEYING STAFF 


PPLICATIONS 
appoinunems 
ARCHITECTURAL ASSISTANT. 
£760 p.a. (Grade A.P.T. VI). A 
should be associate members of the R.1.B.A. 
and have had at least three years’ varied 
experience including the administration of 
contracts 
ASSISTANT QUANTITY St eevee 
£810 p.a. (Grade A.P.T. VII) pplicants 
should be sssociate members of the LCS 
or approaching that standard Must be 
capable of taking off quantities, preparing 
bi ls of quantities, completing measurements 
and preparing final accaunts 
Appointments subject to N.J.C. Conditions, 
Superannuation and medical examination 


invited for the following 
£695 
licants 


£735 


m if necessary. 


together with names of two 
to arrive not later than 3rd April, 1954 
A THOMAS, 
General Manager 
(7767 


H gq acce 
Applications, 
referees, 





Newton Aycliffe, 
CO. DURHAM 





BATHAVON RURAL DISTRICT COUNCIL 


APPOINTMENT OF ARCHITECT 


PPLICATIONS are invited for the above 

appointment in the Surveyor’s Department, at 
a salary in accordance with Grade vit of A.P.T 
Division of the National Scales of Salaries, the com 
mencing salary to be fixed within that Grade 
acoording w the experience of the successful appli- 
cant. A travelling allowance at the appropriate rate 
will be paid 


Candidates should be qualified architects, prefer 
ably with local authority = rience in layout, house 
degign, preparation of working drawings, specifica 
tions, supervision and final settlement of accounts 
The appointment will be subject to three months’ 
notice on either side, to the National Scheme of 
Conditions of Service and the Local Government 
Superannuation Acts. The successful candidate will 
be required to pass a medical examination 

Canvassing will disqualify, and applicants must 
state whether they are related to any member or 
senior officer of the Council 

Applications, stating age, 
appointments, qualifications and experience, and 
naming two referees, should be addressed to the 
undersigned not later than the 2nd April, 1954 
S. G. FOXTON PRICE, 

Clerk of the Council 


present and previous 


Council Offices, 
estgate Buildings 


Bath (7765 





COUNTY BOROUGH OF READING. 


RCHITEC zy RAI 
Grade AP Ey 

ist April, 1954). 
Appointments subject to (a) 
(b) passing medical examination 
by one month's notice on either 


ASSISTANT required 
salary £490-£535 (as from 


N.J.C. Conditions 
(c) determination 
side 

passed R.ILBA 
had experience 


have 
and 


Applicants must 
exam. or equivalent 
Architect's office 

Apply, stating age and experience, with names 
of two referees, by Friday, 9th April, 1954, to 
Borough Architect, ‘Town Hall, Reading {7788 


Inter 
in an 


APPOINTMENTS—cont. 





WEST DEAN RURAL DISTRICT 
COUNCIL. 


APPOINTMENT OF 
ARCHITECTURAL ASSISTAN'I 


PPLICATIONS are invited for the above 

appoinunent, in the department of the Engineer 
and Surveyor, within the A.P.T. Grades IV or V 
according to qualifications and experience 

Applicants must have had general architectural 
experience, particularly with regard to Local 
Authority housing, ond must hold an appropriate 
qualification. 

The post is in accordance with the Nationa 
Scheme of Conditions of Service, and is subject 
to the Local Government Superannuation Acts and 
a medical examination. 

The Council will, if necessary, provide 
accommodation. 

Applications endorsed “ Architectural Assistant 
stat. age, qualifications and experience, together 
with the names of two persons to whom reference 
can be made, should be addressed to the under 
signed not later than the 3rd April, 1954 

H. A. JONES 
Clerk to the Counci 


housing 


Council Offices. 
Coleford, Glos 1778 





ARCHITECTURAL ASSISTANTS 
QUANTITY SURVEYOR’S ASSISTANT 


"THERE are vacancies for Architectural Assista 
in the Head Office of the Architects’ Depart 
ment, Ind Coope & Allsopp, Ltd The Brewe 
Burton-on-Trent The posts are considered suit 
able for applicants recently qualified or student 
nearing the required standard for the Final Examina 
tion and who have good general 
design and construction 

The Department has a considerable and interest 
ing programme in hand. The appointments will be« 
to the temporary staff at a commencing 
£550-—-£650 p.a., according to qualifications and 
experience 


experience i 


salary 


A vacancy exists for one assistant in the Quantit 
Surveying section Applicants should have had 
experience in all branches of building work and 
should be familiar with all aspects of a Quantity 
Surveyor’s duties, including preparation of esti 
mates, Bills of Quantities, etc Applicants should 
have passed the Intermediate Examination of th« 
R.1.C.S. (Quantities Section). The appointment will 
be to the temporary staff at a commencing salary of 
£450-—-£550 p.a. according to qualifications and 
experience 


A five-day working week is in operation 
amenities include Canteen and Sports Gr 
Successful applicants would be expected to re 
in or around Burton-on-Trent 

Particulars of training, experience past ar 
present appointments and qualifications, toget 
with testimonies, and stating age and whether 
married or single, to be sent to The Chief Archite« 
Ind Coope & Allsopp, Ltd., The Brewery, Burt: 
on-Trent [ 





MIDDLESEX COUNTY COUNCIL 
COUNTY ENGINEER & SURVEYOR’S 
DEPARTMENT 
SENIOR TECHNICAL 
7 of the Entertainments 
quired Salary £1,150x £50-—-£1,350 pa 
evening inspection allowance £140 p.a. Mot 
allowance considered Applicants must have 
able technical qualifications and extensive admini 
strative and technical experience with large 
Licensing Authority controlling cinemas, theatr 
dance halls and other premises of public entertai 
ment. Established, pensionable, subject to medical 
assessment and prescribed conditions Application 
forms from undersigned returnable by 10th Apri 
1954 (quote N214, B.N.). Canvassing disqualific 
CLIFFORD RADCLIFFE 
Clerk of the County Council 


ASSISTANT in 
Licensing Section 


Guildhall, 


Westminster, $.W.1 


APPOINT ME NT S—contd. 


COUNTY BOROUGH OF EAST HAM 
T! MPORARY 
AN Grade 
ARCHITECTI 
P V Cb 
SENIOR ARCI 
Csrade A P I VI 
SENIOR Ql 
\.P.T. VI £69 
ENGINEERIN(‘ 
IV £ SR ce 
NIOR ENGIN 
"tT VI é 
STIMA Ta 
NIOR ARCHITEC 
de APT. I £4 


rEMPORARY 


BRACKNELL NEW TOWN 


CONTRACTS 


BROMSGROVE URBAN DISTRICT COUNCII 





THE ARCHITECT and Building Neu 


MISCELLANEOUS SE 


RATE : I/6d. per line, minimum 3/-, average 
line 6 words Each paragraph charged 
separately 

BOX NOS. add 2 words plus |/- for registra- 
tion ard forwarding replies which should 
be addressed c/o, The Architect & 
Building News,’’ Dorset House, Stamford 
Street, London, S.E.|. 

PRESS DAY Monday. Remittances payable 


to Iliffe & Sons Ltd., Dorset House, Stamford 
Street, London, S.E ‘ 


STION 


No responsibility accepted for errors 


ARCHITECTURAL APPOINT- 
MENTS VACANT 
The engagement of 
vertisemen 
of the Ministry 
if the appli 
aged 


ployer 
Notificati 


persons answerin 
nade through h 


and National 





SSISTANT required. Final R.I.B.A. standa 

Experience of industrial work t 
not essentia W rite I 
W.C.l 


AR HITECTURAL Assistant requiré 
- End offi Salary £500 to £606 
day week Box 4369 


S} NIOR and Junior Architectural Assis 
quired f Watford office Five 


Salary according to experience Box 436 


AF HITECTURAL assistant required for s 
private office, London, W.1 district, to prepa 
working drawings and details and undertake 
supervision; varied practice Apply R. P. § 
man, A.R.I.B.A 13, Welbeck Street, W.1. | 


A HITECTURAL Assistants required; apy 
cants should have completed their National 
Service and have had at least two years’ office 
experience Apply in writing, stating age, training 
and experience, to the Chief Staff Architect, Ilford 
Limited, Romford, Essex 17739 


. preferred 


Mitchell, 2 Bedf 


A® HITECT with small office, N.W.1, re 

assistant for work on 
and some new 
ing histork expericr 
guaranteed Starting salary £600—-£720 accordi 
to qualification Write brief particulars t 
4370 


jure 
alteration conversi 
building for large institution cont 
tructures 2-3 years 


ASSIST ANT Architect required for 
sition offering valuable 
fabricatior and ther 


preference 


experienc 
new building t 
recently qualified schoc 
man up to 3 years of age, with minimum 
year’s experience Nottingham / Dert area 
£520-L£E l r 


scheme 


N*san “y es are shortly t 


1€ rrison & Partner 
require: w contersporary work 
sphe sls, housing, factories 
particular nphasis on industria 
fabricated ctures The office 
in a pl nt ol Carage in its 
accordiri t abilit and 


House St Dert 


H NEWSUM SONS & CO 
ave a V Pre 


ancy im their 
Department for an Architectural 
mediate tandarad, t work und 
tectur he position offers 


pe 


a suita pplicant of conterr 

wit! i nterest in prefabricat 
writing, t he Housing Direct 
Sons & ¢ td arholme Road 
ing enve pe Arct ecturai t 


ya ANCIES « 


Britist 


ng facilities 
he ced rate 
qualifying period of service 
teen Apply in writing givir 
ticulars as t age, experience and q 
etc., to the Civil Engineer, Eastern Reg 
Railways, King’s Cross Station, N.1 


S 


SITUATIONS VACANT 


rhe engagement of persons answertng these ad- 
rttsements must be made through the looal office 


the Ministry of Labour and National Service, ete., 


the applicant is @ man aged 18-64 or a woman 


inclusive, unless he or she or the em- 


is excepted from the provisions of The 
tion of Vacancies Order 1952 





Building Agent required for 
Council School contract, Croy 
Box 403, c/o Geo. Murray 
rettenham Hse Lancaster PI 
(7783 


required for Extension to Maple 
ttenham Court Road, London 

Estimated duration of contract 
in writing giving full particulars 
and enclosing copies of recent 
Architects, Sir Percy Thomas & 
Road, Cardiff 7798 


Engineers, with degree or 
ifications, required by progres 
ifacturing ready mixed concrete 

man with drive and initia 

who has had experience in 

rite, giving full particulars, to 
rete, Ltd., 19, Dartmouth St 
(7784 





SIDE mechanical shovels, Major type, by 
week or contract, with drivers; upping 
pplied if required with shovels.—Henry 
Ltd Primrose Wharf, Tunnel Ave., 
h, S.E.1¢ Tel. Greenwich 0072-3. [0138 


scaffolding; yours for hire for £7 5s 
sufficient scaffolding to erect a de 
ivery if required), or at the follow 
d per ft, fittings 1}d each 
boards 14d per ft; these 
F boards, tubes and fittings 
Kilburn & Banks, Ltd., 2 
Kilburn, N.W.6 Maida Vale 

{7 


89 





FINANCIAL 





NG FINANCE available throughout the 
ngle properties and large estates 
& Co., 14, Clarges St., W.1 j 


PLANT FOR SALE 





Neal's 8cwt portable crane with 

and 20ft mast; reconditioned by 

ised since; in first-class condition 

B. Browne & Co., 62, Dale St 
Central 0474 


FOR SALE 


SIMPLIFIED BOOK-KEEPING " 

and Allied Trades, and especially 
ng Builder By a contractor's 
ave hours of clerical labour and 
e business right up to date Ideal 
Full and comprehensive in 

with complete outfit for 2°‘ 

t you will ever make From 
Road, London, $.W.19. [7803 





lings, Plain and Embossed, and Em 

rnaments Numerous designs 
ng Mills, Ltd., 60, Pownall Rd., 
[0086 


signboards 
Prompt de 
é Reginald St uton 
tablished 192( 1777 


TERS for shopfronts 
nd f Trade List A 


Co 5 


framed building, 200ft long x 100ft 
wo 50ft bays, 16ft to eaves, ridge 
plete with sheeting, roofing, glazing 
pipes, nuts, bolts, etc FP. Burrill 
nfries Place, Cardiff Tel. 26100 
[7746 

f Wilkinsons (Runfold), Ltd. (in 

r Vibrating table by Fraser 

as new, for sale; all inquiries 

A WwW Britton-Harvey 

in House, Surrey St., Strand 

[7786 


SERVICES OFFERED 





XPERIENCED structural engineer will assist 
“ im timber, steel and reinforced concrete con- 
struction with design and details of all types. 
Ruislip 5481 ar Box 4109 [77 








WORK REQUIRED 





N OSAIC and terrazzo work wanted, contract or 

4 piece-work, 33 yrs. practical exp 

Axminster Rd., N.7 Arc. 1203 
(7804 


Girolami, 120, 


BUILDING SITES 








ASHINGTON, SUSSEX. 
3} ACRES BUILDING LAND 
Planning Permission for 35 houses 
Light industrial user considered 


Main services available 
PRICE £3,500 FREEHOLD 


All further particulars of George Trollope & Sons, 
25. Mount Street, London, W.1. T.G.B. (BX.1132.) 
(7793 


—SE— 


WANTED 





A SC SOT gas water heaters wanted, any condition 
‘2% or quantity, also electrical water a and 
other domestic equipment.—-Williams, 22, Cran- 
field Villas, London, S.E.27. Gip. 3095 (7745 
\ TANTED, Site Welding, Structural and Repair, 
Welding Hard Tipping on Grabs, Blades, ete 

H. W. Cooper, Beatrice Cott., Crown Road, Vir 


ginia Water, Surrey. Telephone: Wentworth ts 


INSURANCE 





ARCHITECTS’ Indemnity Insurance effected. 
Please write for Proposal Form to 

E. J. SAXBY, Incorporated Insurance Broker, 

37a, Carfax, Horsham, Sussex. Tel “ 


NISSEN HUTS, ETC. 








RECONDITIONED ex-Army huts and manu- 
factured buildings, timber, asbestos, Nissen 
type, hall type, etc., all sizes and prices Write, 
call or telephone Universal Supplies (Belvedere), 
Led., Dept. 32, Crabtree Manorway, Belvedere, 
Kent. Tel. Erith 2948 {0120 


CONTACT LENSES 





N ODERN Contact Lens Centre, 7 (Gi), Eas 
4 sicigh Court, W.C.1. Deferred terms. 20) klet 
sent. (0140 


DEMOLITION 





DEMOLITION AND CLEARANCE 


‘WATCH IT COME DOWN 
By SYD BISHOP & SONS, 


282, BARING RD., LEE, S.E.12 TEL. LEE 
GREEN 7755 


OLD PROPERTY BOUGHT FOR SALVAGE 
(0139 


BOOKS, ETC. 





“NWN ODERN Electrical Contracting.” By H. R 
‘ Taunton A.M.LE.E Describes the 
organization of a contracting business and the 
routine for operating it Costing, estimating, ten 
dering stores stock plant staff —s 
premises, technical standards and publicity are 
among the many subjects covered. 10/6 net from 
all booksellers. By post 10/11 from The Publish 
ing Dept., Dorset House, Stamford Street, London 
S.E.1 





THE ARCHITEC 














The toughest FAIENCE made “/ y= FAT 


Ce eee oe, ee oe LIMITED LOUGHBOROUGH, -LEICESTERSHi 





A.B. S. 
HOUSE PURCHASE LOANS 
ADVANCES of approxin 
INTEREST 42°,, per annum 
PERIOD OF REPAYMENT. 
| RON S At the end of the r 
previous death the 
AND ALL TYPES OF BLACKHEART to the legal pers 


MALLEABLE CASTINGS a cash sum would 


for the ENGINEER» SURVEYOR CONTRACTOR the amount depen } 
SEND FOR PRICES the mortgage was 

| Particulars from 

A.B.S. INSURANCE DEPARTMENT 


f Th Secretar . 
HALE \ OLE t bmiven DUDLEY PORT Staffs ——— 66, Portland Place, London, W.1! 


Tel.: LANgham 5721! 














POST-WAR REBUILDING ... 1'MULLEN 


AND 


PORTLAND STONE | 
MONKS PARK STONE | LUMSDEN 


( 
| S; 
J } 





THE BATH AND PORTLAND STONE FIRMS LTD. 


Head Office: PORTLAND LONDON OFFICE 


LE STREET HOLBORN 
LONDON, W.C.,1 ; 

BATH Tel.: 3113 Grosvenor Gardens House, S.W.|! 
Tel.: 3248-9 soe Tel.: ViCtoria 9182-3. 
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Sir Christopher Wrer Master Architect of 
yesteryear had little ch é f gutterings and 
fittings save cast iron or w 


In this moderr ige t stee t true ist iron 
s yet occasionally called for but much more 
likely is it, that from the Architect of to-day and 
to-morrow will come the request for PRESSED 


STEEL gutterings ind fitting PRESSED STEEL 
This progressive material above hers is an 

important economic ntribut to modern 

Constructional Detail—esp« y the planning 

»f Municipal Housing Estat i 5, et 
Made to BSS 1205 specificatior Bryphated 

rustproofed and red oxide painted, unbreakable, RAINWATER GOODS 

longer life and cheaper ¢t nst thar ast iron, 

t is a veritable masterpiece f jern architec- 

tural detail 

* * As near as next door 

ame SMECO PRESSED STEEf R iter Goods and as far distant as 
your present and future Specificat the oilfields of Kuwait. 





st Stockist to DEPT. ABN 5 


SCHAVERIEN SHEET METAL & ENGINEERING CO., LTD. 
332-338 MILE END ROAD, LONDON, E.| 
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Make the most of 





PRESTRESSED 
=—- CONCRETE — 


ee, ST ae 


Prestressed Concrete is being used 








in an increasing variety of ways 
make the most of its great potentialities 


by using it to its best advantage. 





Specialists in Reinforced Concrete Design 


& Suppliers of Reinforcement 


THE BRITISH REINFORCED CONCRETE ENGINEERING CO. LTD., STAFFORD 


London, Birmingham, Bristol. Leeds, Leicester, Manchester, Newcastle, Cardiff, Glasgow, Dublin, Belfast 
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